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CASSELL BOOKS 
OF INTERNATIONAL INTEREST 
to be published in March 


A HISTORY OF GOLF 
IN BRITAIN 


A monumental volume for all golf enthusiasts by the most eminent British 
writers on golf with chapters by Bernard Darwin, Dr. H. Gardiner-Hill, 
Sir Guy Campbell, Henry Cotton, Henry Longhurst, Leonard Crawley, 


etc., introduced by the 1950-51 Captain of the Royal and Ancient Golf 


Club of St. Andrews. 11” x 8”, 4 colour plates, 64 pp. illustrations, 42s. 


THE CATHOLIC SHRINES 
OF THE HOLY LAND 


This beautiful volume presents an account and a photographic record of 
the great shrines of the Holy Land, their history and their significance to 
Christians throughout the world. The authors, the Very Rev. Paschal 
Kinsel, O.F.M., and Rev. Leonard Henry, O.F.M., have lived inthe Holy 
Land for seventeen years and two years respectively. 192 pp.. Cr. 4to., 
8 colour-tlates, 150 photographs, 21s. net. 


INTERNATIONAL 
WINDOW DISPLAY 


This volume provides a survey of the art of window display compiled by 
Walter Herdeg, editor of the Swiss journal Graphis. There are separate 
sections showing window treatment in Great Britain, France, Italy, Swit- 
zerland and the United States. Other sections cover window displays of 
other countries, display units, interior displays, mannequins and paper 
sculpture. 12” x 94”, 276 pp., 403 photographs, 60s. 


CASSELL’S 
DUTCH-ENGLISH, ENGLISH—DUTCH 
DICTIONARY 


This Dutch dictionary is now being added to Cassell’s reference works. 
It emanates from a well-known Dutch dictionary house and contains 
some 44,000 words in each section. It is not available for export to the 
Netherlands, the Dutch East and West Indies, Belgium or the Belgian 
Congo. 1,280 pp., 74” * §}”, 25s. net. 


37/38 St. Andrew’s Hill, London, E.C.4 





























MY INDIA 


by JIM CORBETT 


10s. 6d. net 


a book to delight all those who enjoyed 
Man-Eaters of Kumaon and The Man-Eating 
Leopard of Rudraprayag 


will be published early in April 


OXFORD UNIVERSITY PRESS 























The Roosevelt 
Letters 
(Volume III, 1928-45) 
ELLIOTT ROOSEVELT 


This final volume of the personal 
"E.D.a; 
covers the Presidential years and 


correspondence of 


includes both public and private 
letters. Here is a personal 
testimony on the New Deal, 
Pearl Harbour, the entry of 
America into World War II, 
and all the other epoch-making 
events of recent times. 
Illustrated. About 30s. net 


ee GEORGE G. HARRAP & CO. LTD 


The Battle 
of 


Baltinglass 
LAWRENCE EARL 


‘The Battle of Baltinglass’ has 
already become Irish folk-lore— 
yet it actually happened as 
recently as 1950. Here is the 
full story, brilliantly recon- 
structed by Lawrence Earl, of 
a village post-office dispute 
which ended in the downfall 
of the Eire government! 


Illustrated. About 12s. 6d. net 





















KATHLEEN KENYON’S 
Beginning 
in Archaeology 


The firstaccount bya distinguished 
archaeologist for the interested 
amateur of how to set about the 
active pursuit of archaeology. To 


anyone considering the study 
either as hobby or career this is 
essential reading. Sections are de- 
voted to available postsin archaeo- 
logy and to archaeology overseas. 
Illustrated 

Crown 8vo (74”x 5”) 12s. 6d. net 


FELICITY GRAY’S 
Ballet for Beginners 


This attractive and lavishly illus- 
trated book, written by a famous 
dancer, presents ballet ‘from the 
inside’ and is based on a famous 
B.B.C. Television series. It deals 
with the basic steps and move- 
ments and the functions of the 
dancers; is for the participant and 
viewer. There are over 100 photo- 
graphs specially taken by Gordon 
Anthony. 


Royal 8vo (10”x6}”) 12s. 6d. net 








New Impressions 


R. O, DUNLOP’S 
Painting for Pleasure 
Second Impression 8s. 6d. net 


EVAN ESAR and NICOLAS BENTLEY’S 
The Treasury of Humorous Quotations 
Second Impression 12s. 6d. net 


STUART CHASE’S 
The Proper Study of Mankind 
Second Impression 18s. net 








‘Phoenix: 


Published by Phoenix House Ltd., 38 William 
IV Street, Charing Cross, London, W.C.2 
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BRITISH 
AGRICULTURAL 
BULLETIN 


The Shop Window of British | | 
Agriculture 
Handsomely produced and fully 
illustrated it fills a long felt need 
for a review of developments in 
all fields of British and Common- 

wealth Agriculture. 


Bi-monthly 21s. per year 


Now available through any Bookseller 
in the U.K. or overseas 


Send for specimen copy 


BRITISH AGRICULTURAL 
BULLETIN 
The British Council 
65 Davies Street, London, W.1 
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BRITISH 
MEDICAL 
BOOK LIST 


Booksellers Libraries Hospitals 
Medical Practitioners 
Research Organizations 


seneiinn an invaluable monthly guide to 
current medical literature, to recent 
books and pamphlets, new journals, 
official publications and brochures, and 
reports from voluntary organizations. 


4s. per year, post free 


Agency queries invited 
Write for specimen copy 


Orders can be placed with 
Publications Manager 
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Showboats 


PHILIP GRAHAM. The history of 
an institution as American as the 
catfish or pumpkin pie—from the 
first showboat of 1831 to the last of 
these floating theatres, now moored 
at St. Louis, which brought enter- 
tainment to the backwoodsmen 
along the banks of the Mississippi. 
Abundantly illustrated. 255 


The Florida 


of the Inca 
GARCILASO DE LA VEGA, trans- 
lated by John and Jeanette Varner. The 
first complete and adequate trans- 
lation of the epic account of the De 
Soto expedition to North America: 
a sumptuous piece of book produc- 
tion, with the head- and tail-pieces 
of the 347-year-old Spanish original 
edition. 305s 


THE PLAYS OF 
Nathan Field 


Edited by WILLIAM PERRY. The 
Jacobean dramatist’s technically 
adroit, genuinely humorous and 
somewhat bawdy comedies of 
London life are here presented in a 
critical edition, based on a schol- 
arly reconstruction of the original 
quarto texts. Illustrated. 12s 6d 


UNIVERSITY OF TEXAS PRESS 


NELSON 





























UNSURPASSED PORTRAYALS 
OF THE BRITISH SCENE 


THE GREAT 
COUNTRY LIFE 


PICTURE BOOKS 


THE PICTURE BOOK OF 


BRITAIN 


| First Series. ‘Most artistically compiled, it is a 
| book rich in interest.’-—Weexly Scotsman. 
90 full-page photographs. 12s. net 


Second Series. ‘A book to linger over in delight.’— 
John O° London's Weekly. 


92 full-page photographs. 
Third Series. In preparation. 


12s. 6d. net 


THE PICTURE BOOK OF 


LONDON 


“Readers with general interests cannot fail to enjoy 
this book ...the 88 photographs have a high 
standard.’— Times Literary Supplement. 12s. 6d. net 


New Titles for Publication Shortly 
Each 12s. 6d. net 


THE PICTURE BOOK OF 


SCOTLAND 


| An unsurpassed collection of photographs vividly 
portraying the Scottish scene. 


THE PICTURE BOOK OF THE 


WEST COUNTRY 


Camera studies of the fishing villages, cities, moors 
and coves of the West Country. 





THE PICTURE BOOK OF 


RUSSIA 


15s. net 


Nearly 100 unique photographs from the collection 
of Lady Marie Kelly, wife of the newly-returned 
Ambassor to Moscow and author of Mirror To 
Russia and Turkish Delights. 


Send for Catalogue 


COUNTRY LIFE 


2-10 Tavistock Street Covent Garden 
London W.C.2 
































SUPPLEMENTS TO 


British Book News 


Latest Title: 


THOMAS CARLYLE 
by DAVID GASCOYNE 





The world press continues to welcome the monthly 
Supplements to BRITISH BOOK NEWS with 
enthusiasm. Here are a few recent comments: 


The Egyptian Gazette (in reviewing JANE AUSTEN): 


“We are accustomed by now to the high standard being set by 
these British Council pamphlets, but here is one that has 
surpassed even the previous excellence.’ 


The Sydney Sun (in reviewing GEORGE ELIOT): 


‘Another excellent work in the moderately-priced series of essays 
on English writers .. ..’ 


Statesman, Calcutta (in reviewing BLAKE, BYRON, TOBIAS 
SMOLLETT and ARNOLD BENNETT): 


‘Four British Council books, in an excellent series we have 
noticed before ... contain a wealth of factual information, first- 

rate bibliographies and sensitive and perceptive criticism... .’ 
The Supplements are obtainable from booksellers 
separately, at 1s.6d. net each, or by subscription at 18s. 
for twelve months, or 9s. for six months, post free. A 
prospectus giving full details of titles already available 
and in preparation is obtainable from The British Council, 
Publications Department, 65 Davies Street, London, W.1. 





Published for the British Council by 


LONGMANS, GREEN & CO. LTD. 
6 & 7 CLIFFORD STREET, LONDON, W.1 
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STUDENT'S MUSIC LIBRARY 


edited by Percy M. Young, 
M.A., Mus.D. 


MUSIC IN THE 
PRIMARY SCHOOL 


by H. Watkins Shaw 
M.A., L.R.A.M. 
The author, formerly a Music Adviser 
and at present Director of Music in a 
Training College for Teachers, outlines a 
plan, proved by practice, which teachers 
will find both lucid and workable. 
Crown 8vo Music Exs. 73 6d net 


MUSIC IN 
FURTHER EDUCATION 
by Inez Homewood 
L.R.A.M. 

The author’s wide knowledge of the 
subject—combined with great ability as 
performer and teacher—qualifies her to 
write with conviction on the ways, 


means and results in adult musical 
education. 
Crown 8vo Music Exs. 5s net 


MUSIC IN THE CHURCH 


by Sidney S. Campbell 
Mus.D., F.R.C.O. 


The organist of Ely Cathedral provides 
the means whereby the clergy can come 
to terms with their organists and vice 
versa. 


Crown 8vo 45 6d net 


OPERA FOR AMATEURS 
by Frederick Woodhouse 


Through this book the enthusiast for 
opera will discover an increase in 
appreciation, the performer and the 
producer the fundamentals of artistic 
production. 


Crown 8vo 6s net 





St James's 


London S dl 
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Books and Writers 
Robert Lynd 


Hitherto uncollected essays: by one of 
the rare ‘literary journalists’ of all time. 
Wholly concerned with books. and 
authors, the essays are in three sections: 
‘Among the Immortals,’ ‘Odd Books, 
People, and Themes,’ and ‘Critici 

and Critics.’ With introduction by 
Richard Church, and 16 pages of photo- 
graphs. (2/st February) 16s. net 


Name this Insect 
Eric Fitch Daglish 


A reliable handbook by the author of 
Name this Bird, etc., giving descriptions, 
with identification key, of over 700 
British insects, with hints on collecting, 
etc. 330 varicties illustrated, including 
16 pages in colour and 48 pages of 
photographs. (2/st February) 15s. net 


The Howers 
Beneath the Scythe 


Gwyn Fones 


A passionately sincere novel, it focuses 
through the life of a Welsh girl the stress 
between individual and national loves 
and the dilemma of war and peace. 
10s. 6d. net 


The Right Time 
Fohn D. Sheridan 


Behind his ready wit and rich humour, 
John D. Sheridan reveals in this new 
book of essays a warm humanity and a 
balanced and sane philosophy. Title- 
page design by Nicolas Bentley. 
9s. 6d. net 


Effective Speaking 
Wilfred Womersley 


A practical guide for the use of Public 
Speakers, Teachers, Students, and all 
who wish to improve their speech. 
18s. net 
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NEW FICTION 











CRISPIN’S DAY 


LEIGH HOWARD 


A young Flying Officer, a member of the R.A.F. Operational Film Unit, 
having just heard the news of the bombing of the Mohne and Eder dams, 
suggests in a moment of bravado that he should go over and film the 
damage. Only in the cold light of next morning does he realise the ex- 
treme foolhardiness of the suggestion—a low-level daylight flight across 
four hundred miles of enemy territory. But it is too late for second 
thoughts; in a matter of hours the idea has been accepted by the Air 
Ministry. 

The urgent and exacting preparations for the flight, the nerve-racking 
disagreements between camera-man and pilot, and finally the magnifi- 
cently exciting climax of the flight itself—this is the story told in this 
book.. So completely convincing is it to the last detail. so shrewd and 
subtle in characterisation, it is hard to believe it is fiction. Apart from 
moments of wry humour, there is no sugar coating on this pill. Only 
personal experience of protracted fear and suspense could have produced 
such a story. Daily Graphic Book Find for February. 10s. 6d. net 





TANKER 


RAYNE KRUGER 


When Simon Maxwell signed on as a seaman with the M.V. Tasse!—an 
oil tanker plying between Suez, Abadan and the Indian ports—he was 
barely more than a boy. By the time he returned home, however, he 
had become a mature, if disillusioned, adult. Tanker is the story of that 
voyage; a ruthless study of a young man’s education in one of the 
toughest schools imaginable. The author, who himself served as a seaman, 
writes with vivid realism of the life, and with sympathetic understanding 
of Simon’s breaking-in. 

The constant possibility of overwhelming disaster from the sea, from 
U-boats and from the cargo beneath the Tassel’s iron decks, is less 
menacing than the heat of the Persian Gulf endured by men confined in 
a floating prison. Simon’s companions, his fear of violence, his moments 
of elation and his efforts to adapt himself to the life, are all portrayed 
with an assurance that makes the reading of this novel a continuously 
absorbing experience. 10s. 6d. net 
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A. TAYLOR MILNE 


BOOKS ON BRITISH HISTORY 


II. SPECIAL SUBJECTS AND BIOGRAPHIES 


In this second article no attempt will be made to deal with literature, the 
fine arts or science, nor with the many excellent works on the social and 
economic history of Britain, which deserve separate treatment. Attention 
will be mainly devoted to those subjects in each period of British history 
about which works of especial significance have been written. Some of the 
best biographies of lawgivers and statesmen, soldiers and sailors, explorers 
and missionaries, saints and social reformers will also be noted. The bio- 
graphical approach to history is well represented by an old series like “Twelve 
English Statesmen’, or the new series “Teach Yourself History’, in which 
each topic is approached through a leading personality. A few of the out- 
standing volumes in such series will be indicated in their appropriate places 
below. 

The finds of the archaeologist are of value to the historian in all periods; 
they are indispensable for those early ages for which written records are 
scarce or non-existent. Sir Cyril Fox has set the first scene in his description 
of The Personality of Britain: its influence on inhabitants and invaders in pre- 
historic and early historic times (4th edition, 1943, National Museum of Wales, 
4s.). The various writings of Christopher and Jacquetta Hawkes include 
Roman and Anglo-Saxon antiquities under such titles as Prehistoric Britain 
(1947, Chatto and Windus, 15s.; shorter edition, 1949, Penguin Books, 
1s.6d.) and Early Britain (1944, Collins, ‘Britain in Pictures’, ss.). The 
Beginnings of English Society are briefly sketched in a ‘Pelican History’ by 
Dorothy Whitelock (1952, Penguin Books, 2s.6d.). The invaders are studied 
in more detail in R. H. Hodgkin’s History of the Anglo-Saxons (1935, Oxford 
University Press, 30s.) and T. D. Kendrick’s A History of the Vikings (1930, 
Methuen, 18s.). Personal data are very meagre in these remote ages, and the 
best biographies have been scholarly studies of the times rather than the lives 
of their heroes—outstanding are two volumes in the ‘Heroes of the Nations’ 
series: Alfred the Great, by Beatrice A. Lees (1919, Putnam, 7s.6d.), and 
William the Conqueror, by Sir F. M. Stenton (1908, Putnam, ss.). Among 
his other works, Sir Frank has also given us the finest description of the 
period immediately after the Norman Conquest in The First Century of 
English Feudalism (1932, Oxford University Press, 15s.). Lady Stenton deals 
more briefly with a larger theme in a new ‘Pelican History’ entitled English 
Society in the Early Middle Ages, 1066-1307 (1951, Penguin Books, 2s.6d.). 
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Two ‘King Penguins’ dealing with special aspects of the period may be 
commended: Sir Eric Maclagan’s reproduction of The Bayeux Tapestry 
(1946, Penguin Books, 3s.) and Anthony Wagner’s Heraldry in England 
(1946, new edition 1951, Penguin Books, 3s.). Mr. Wagner has written a 
longer book on the same important subject under the title Heralds and 
Heraldry in the Middle Ages (1939, Oxford University Press, 10s.6d.). 

No satisfying biographies of the Plantagenet kings have yet appeared. Sir 
Maurice Powicke has dealt most adequately with John in The Loss of Nor- 
mandy (1913, Manchester University Press). His Stephen Langton (1928, 
Oxford University Press) contains an account of the momentous events 
leading up to Magna Carta. Another formative period is covered in T. F. 
Tout’s classic little study of Edward Iin the “Twelve English Statesmen’ 
series (1903, Macmillan) and in his longer survey of The Place of the Reign 
of Edward II in English History (2nd edition, 1937, Manchester University 
Press, 21s.). For those who wish to pursue a new line of investigation opened 
up by Tout, a dip into his monumental Chapters in the Administrative History 
of Medieval England (6 vols., 1920-33, Manchester University Press, 30s. or 
40s. each) will be rewarding. On the almost continuous fighting between 
England and France, England and Scotland, and contending factions within 
England itself Sir Charles Oman wrote well, but not always accurately, in 
his History of the Art of War in the Middle Ages (2nd edition, 2 vols., 1924, 
Methuen, 36s.). For The Hundred Years War there is a clear and fair account 
by a French scholar, who knows England well, Professor Edouard Perroy 
(1951, Eyre & Spottiswoode, 30s.). Henry V and the Invasion of France, by 
E. F. Jacob, is one of the most valuable volumes in the “Teach Yourself 
History Library’ (1951, English Universities Press, §s.). 

Among the many studies of medieval ecc'esiastical history, outstanding 
recent writings are those of Dom David Knowles on The Monastic Order 
in England, 946-1216 (1940, Cambridge University Press, 45s.), and The 
Religious Orders in England from 1216 (1948, Cambridge University Press, 
30s.). From a very different angle G. Baskerville deals with the controversial 
subject of English Monks and the Suppression of the Mcnasteries (1937, Cape, 
15s.). A balanced view of Pre-Reformation England is given by H. Maynard 
Smith (1938, Macmillan, 25s.). A new edition has just appeared of A. F. 
Pollard’s masterly study of one architect of the Reformation, Henry VIII 
(1951, Longmans, 12s.6d.). His most celebrated victim, Thomas More, is 
sympathetically handled by R. W. Chambers (1935, Cape, 12s.6d.). The 
decisive development of parliamentary government under the Tudors is 
being analysed by J. E. Neale, the first volume of whose Elizabethan House 
of Commons (1950, Cape, 18s.) is the start of a series. Professor Neale’s 
Queen Elizabeth (1934, Cape, 9s.6d., reprinted 1947, 15s.) is one of the 
most readable and convincing of royal biographies. The best study of her 
fascinating rival is still T. F. Henderson’s Mary, Queen of Scots (2 vols., 1905, 
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Hutchinson, 24s.). On the maritime enterprise of the period it must suffice to 
mention J. A. Williamson’s The Age of Drake (2nd edition, 1946, Black, 218.) 
and D. B. Quinn’s study of Raleigh and the British Empire, in the ‘Teach 
Yourself History Library’ (1947, English Universities Press, ss.). 

Changes in modes of thinking which form a better dividing line between 
medieval and modern history than the conventional Reformation period 
are noticed in B. Willey’s The Seventeenth-Century Background (1934, Chatto 
& Windus, 12s.6d.). J. W. N. Sullivan’s appreciation of Isaac Newton (1938, 
Macmillan, 8s.6d.) does justice to the greatest of the new scientists. There 
are fine biographies of men of action in C. Veronica Wedgwood’s Strafford 
(1938, Cape, 7s.6d.) and John Buchan’s (Lord Tweedsmuir’s) Montrose 
(1928, Nelson, 21s.). Besides Sir Charles Firth’s classic study of Cromwell 
and his period, there are many lives of the Lord Protector. M. Ashley’s 
Oliver Cromwell, the Conservative Dictator (1937, Cape, 12s.6d.) brings out 
aspects of his career not always emphasized. Colonel A. H. Burne gives a 
professional soldier’s description of Civil War actions in his general survey 
of The Battlefields of England (2nd edition, 1951, Methuen, 21s.). Mr. Winston 
Churchill is at his narrative best in describing the campaigns in Marlborough, 
His Life and Times (4 vols., 1936-8, Harrap, 25s. each). Arthur Bryant’s 
three volumes on Samuel Pepys (1933-5, 2nd edition, 1948-9, Bell, 15s. 
each) make entertaining reading, but are not so revealing as the Diary itself. 

Professor Herbert Butterfield has striven to correct The Whig Tradition in 
English History (1950, Bell, 7s.6d.), particularly in its application to eighteenth- 
century politics. Professor Keith Feiling has traced The History of the Second 
Tory Party, 1714-1832 (1938, Macmillan, 15s.). J. C. Miller’s Origins of the 
American Revolution (1945, Faber, 16s.) is a good recent book on this well- 
covered subject. H. Butterfield’s George III, Lord North and the People, 
1779-80 (1949, Bell, 30s.), is an interesting attempt to discover responsibility 
for the loss of the American colonies and public opinion on the subject at 
the time. Norman Sykes does overdue justice to the many devout, scholarly 
and energetic clergy in Church and State in the Eighteenth Century (1934, 
Cambridge University Press, 21s.). T. S. Ashton’s brilliant little book in the 
‘Home University Library’ on The Industrial Revolution, 1760-1830 (1948, 
Oxford University Press, ss.), covers much more than social and economic 
changes. The new horizons opened up by The Exploration of the Pacific are 
best described by a New Zealander, J. C. Beaglehole (2nd edition, 1947, 
Black, 21s.). J. A. Williamson has written the latest sketch of Cook and the 
Opening of the Pacific (1946, English Universities Press, 4s.6d.). Selections 
from the great navigator’s own journals are contained in The Voyages of 
Captain Cook, edited by Christopher Lloyd (1950, Cresset Press, 9s.6d.). 

There are a number of good biographies of the outstanding British per- 
sonalities in the struggle against Napoleon. J. Holland Rose summarized his 
much longer account of the Younger Pitt in A Short Life of William Pitt 








(1925, Bell, 4s.6d.). Carola Oman’s Nelson (1947, Hodder & Stoughton, 
42s.) is by far the most complete account of the great admiral, while 
Richard Aldington’s Wellington (1948, Heinemann, 18s.) brings the Iron 
Duke to life more effectively than some more pretentious studies. For the 
century after 1815, Great Britain was in the first place among World Powers 
and fortunately produced statesmen capable of dealing with the international 
responsibilities involved. The late R. W. Seton-Watson’s Britain in Europe, 
1789-1914 (1937, Cambridge University Press, 30s.), gives the best one- 
volume survey of foreign policy during the period. Sir Charles Webster 
devoted two volumes to The Foreign Policy of Castlereagh, 1812-1822 (1931, 
1934, new editions 1947, 1950, Bell, 30s. and 27s.), while Harold Temperley 
dealt with The Foreign Policy of Canning, 1822-27 (1925, Bell). Sir Charles 
has now produced the first two volumes of what will undoubtedly be the 
definitive study of The Foreign Policy of Palmerston (2 vols., 1951, Bell, 63s.). 
Later British foreign ministers still await good biographers; meanwhile 
there is a good sketch of their achievements in Algernon Cecil’s British 
Foreign Secretaries, 1807-1916 (1927, Bell, 15s.). 

Domestic, as well as international, relations are included in The Anti- 
Slavery Movement by Sir Reginald Coupland (1934, Thornton Butterworth, 
2s.6d.). His biography of William Wilberforce (1923, new edition 1945, 
Collins, 12s.6d.) is beautifully written. Another great reformer, who pro- 
bably did more for factory workers and poor children than any other 
philanthropist of the nineteenth century, has been portrayed in Lord Shaftes- 
bury, by J. L. and Barbara Hammond (4th edition, 1936, Longmans, 6s.; 
1939, Penguin Books). Mr. and Mrs. Hammond also made a special study 
of Gladstone and the Irish Nation (1938, Longmans, 36s.). The classic Life 
of Gladstone is Lord Morley’s three-volume appreciation (1903, Macmillan). 
W. F. Monypenny and G. E. Buckle treated his rival at even greater length 
in The Life of Benjamin Disraeli, Earl of Beaconsfield (6 vols., 1910-20, John 


Murray). For the beginner there is fortunately a convenient ‘potting’ of 


these two monuments in D. C. Somervell’s Gladstone and Disraeli: a duo- 
biographical sketch (1925, Jarrolds, 12s.6d.). Sensational as they were at 
the time of publication, Lytton Strachey’s ‘debunking’ studies of Queen 
Victoria (1921, Chatto & Windus) and other Eminent Victorians (1922, Chatto 
& Windus) no longer ring true. There are numerous sounder, though less 
diverting, biographies, of which E. F. Benson’s Queen Victoria (1935, Long- 
mans, 16s.), R. Fulford’s The Prince Consort (1949, Macmillan, 18s.) and 
Mrs. C. B. Woodham-Smith’s Florence Nightingale (1950, Constable, 15s.) 
may be particularly commended. Among the host of other monographs 
on the nineteenth century now appearing attention can be called to a few 
only. In Politics and the Press, 1780-1850 (1949, Home & Van Thal, 42s.), 
Arthur Aspinall has adduced some highly interesting new evidence on govern- 
ment management of the newspapers. A Short History of the British Working 
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Class Movement, 1789-1947, by G. D. H. Cole (revised edition, 1948, Allen 
& Unwin 21s.), traces the growth of the labour influence in parliament 
and local government, while M. Hovell has provided a detailed account of 
The Chartist Movement (new edition 1951, Manchester University Press, 
12s.6d.). K. B. Smellie’s A Hundred Years of English Government (1951, 
Duckworth, 25s.) pays particular attention to the all-important local de- 
velopments. The big revival of Religion in the Victorian Era has been studied 
by L. E. Elliott-Binns, and the extension of education to all classes of the 
community in J. W. Adamson’s English Education, 1789-1902 (1930, Cam- 
bridge University Press, 21s.). In Edwardian Heritage (1949, Muller, 12s.6d.) 
W. S. Adams has given a general survey of that period, while George Danger- 
field has attempted to explain The Strange Death of Liberal England (1936, 
Constable, 12s.6d.) in our own day. 

The literature regarding the imperial responsibilities, consciously or un- 
consciously incurred by Great Britain since the Tudor period, is now vast. 
The Rise and Fulfilment of British Rule in India, by Edward Thompson and 
G. T. Garratt (1934, Macmillan, 21s.), is perhaps the best single volume 
written on that huge subject. C. H. Philips brings the story closer to the 
present day in India (1948, Hutchinson, 7s.6d.). There are good studies of 
Ceylon under British Rule, by L. A. Mills (1933, Oxford University Press, 
15s.), of Malaya and its History, by Sir Richard Winstedt (2nd edition, 1951, 
Hutchinson, 7s.6d.), and of the founder of Singapore, Sir Stamford Raffles, by 
Sir Reginald Coupland (new edition 1934, Oxford University Press, 3s.6d.). 
Short introductions have recently been written on the history of Canada, 
by G. S. Graham (1950, Hutchinson, 7s.6d.), and South Africa, by A. Keppel- 
Jones (1949, Hutchinson, 7s.6d.). The best biography of Cecil Rhodes is that 
by Basil Williams (1926, new edition 1938, Constable, 6s.). Another great 
African figure has been well portrayed in Livingstone the Liberator by J. I. 
McNair (cheap edition, 1940, Collins, 2s.6d.). Good reading, from the 
explorers’ own narratives, is provided in African Discovery, edited by Margery 
Perham and Jack Simmons (1948, Penguin Books, 1s.6d.). W. L. Burn 
has written the latest history of The British West Indies (1951, Hutchinson, 
7s.6d.). The British Empire in Australia, by B. Fitzpatrick (2nd edition, 1950, 
Cambridge University Press, 17s.6d.), is an economic interpretation, while 
W. P. Reeves’s The Long White Cloud (4th edition, 1950, Allen & Unwin, 
12s.6d.) is a delightful account of New Zealand from the coming of the 

Aaoris down to the present British Dominion. 

During the Second World War and afterwards numerous writers attempted 
to express the significance of British history, both in the narrower, island 
sense, and in the broader, imperial connotation. Among works which should 
be mentioned are Herbert Butterfield’s The Englishman and His History 
(1944, Cambridge University Press, 3s.6d.), G. Kitson Clark’s The English 
Inheritance: an Historical Essay (1950, S. C. M. Press, 15s.) and A. L. Rowse’s 
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The English Spirit (1944, Macmillan, 12s. 6d.). V. T. Harlow edited a careful 
statement of Origins and Purpose: a Handbook of the British Commonwealth 
and Empire (new edition 1947, H.M. Stationery Office, 2s.), while W. K. 
Hancock presented brilliantly the Argument of Empire (1943, Penguin Books). 
No reputable British scholar has attempted to write a ‘philosophy of British 
history’ and there are no schools of thought on the subject. C. H. Williams 
gathered together examples of individual views on history in The Modern 
Historian (1938, Nelson, 7s.6d.). From these extracts and from later writings 
it is clear that each man prefers his own interpretation and in most cases these 
judgments are very tentative. 


A. Taylor Milne is the Secretary and Librarian of the Institute of Historical Research, University 
of London. He is the compiler of the Royal Historical Society’s annual bibliography of Writing 
on British History. 





The opinions expressed throughout British Book News are the contributors 
and not necessarily those of the British Council. 
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THE BOOK LIST that follows is a select list compiled with the assistance of Aslib 
(incorporating the Association of Special Libraries and Information Bureaux and the 
British Society for International Bibliography), Bristol Public Libraries, the British 
Council Medical Library, the British Drama League, the British Film Institute, the 
British Library of Political and Economic Science (London School of Economics), the 
Commonwealth National Library (Canberra, Australia), the Institute of Advanced 
Legal Studies (University of London), the Library Association, the National Library 
Service (Wellington, New Zealand), the Public Library of Toronto (Canada), the 
Royal Empire Society, the Royal Geographical Society, the Royal Institute of British 
Architects, the Royal Institute of International Affairs, the Royal United Service 
Institution, the South African Public Library (Cape Town, South Africa), the Victoria 
and Albert Museum and many individual specialists, and the annotations are in some 
cases based, by permission, on reviews in The Times Literary Supplement. 


THE CLASSIFICATION follows the Standard (15th) Edition of Dewey’s Decimal 
Classification for libraries, and the Dewey number is given in brackets at the end of 
each entry. In the Literature Section an A after the Dewey number indicates Australia, 
C Canada, NZ New Zealand and SA South Africa. 


OF.DERS FOR BOOKS should be placed with a neighbouring bookseller or (if no 
bookseller is available) should be sent with a remittance to the National Book League, 
7 Albemarle Street, London, W.1., who will forward them to a bookseller in Britain. 


UNESCO BOOK COUPONS can be used for the purchase of British books and 
periodicals in many countries in which there are currency difficulties. 


INFORMATION ABOUT BOOKS (and periodicals) on all subjects, and biblio- 
graphical guidance, may be obtained from the nearest office of the British Council 
(which maintains libraries in most countries) and whenever necessary such inquiries 
will be referred to the appropriate department of the Council in London, which is in 
consultation with the foremost British authorities in all fields of knowledge. 


THE PRICES QUOTED in this list are subject to alteration. All publishers are London 
firms except where otherwise stated, when the name of the town is given in brackets. 


rHE SIZE given in centimetres atter the price of each book reters to the height. 





World copyright. Permission must be obtained to reproduce any of the 
contents of this periodical, and inquiries on the subject should be addressed 
to: The Editor, British Book News, 3 Hanover Street, London, W.! 
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GENERAL WORKS 
Subject Bibliographies 
THE YEAR’S WORK IN ENGLISH STUDIES. Volume XXX, 1949. 
Edited for the English Association by Frederick S$. Boas. Oxford University Press, 
1§S. 22°2 cm. 256 pages. Indexes. 
The latest volume of this annual survey of literary scholarship and criticism follows 
the usual plan: a chapter, by a specialist, is given to each of the main periods of English 
literature from the Old English beginnings to the present day, with separate chapters 
on Shakespeare, Literary History and Criticism, English Language, and Biblio- 
graphica. All relevant books of any importance published during 1949, and the 
principal articles in periodicals, are mentioned with indications of their contents and 
in most cases critical comments. The Year’s Work is essential to the advanced student 
and a valuable guide to the librarian. (016-82) 


Reading Guidance 
INTRODUCTION TO REFERENCE BOOKS. A. D. Roberts. 2nd 
edition. The Library Association, 15s. 22-2 cm. 224 pages. Index. 

In this edition of a book first published in 1948 the author, a British librarian on the 
staff of the United Nations Library, has attempted to bring all the citations of works 
of reference up to date and has added further explanatory material. It also contains a 
new chapter on biographical works of reference. It has, therefore, been considerably 
revised and is a most valuable tool for all those who have to search for information 
in reference works. (028-7) 


PHILOSOPHY [AND PSYCHOLOGY] 


THINKING. An Introduction to its Experimental Psychology. George Humphrey. 
Methuen, 21s. 22-2 cm. 343 pages. Tables. References. Index. (Methuen’s Manuals 
of Modern Psychology) 

This book by the first Professor of Psychology in the University of Oxford is an im- 

portant contribution to theoretical and experimental psychology. It offers a com- 

prehensive account and a balanced evaluation of the studies of thinking carried out 
by the Wiirzberg school earlier this century. It proceeds to examine the advances 
made by later experimentalists and to discuss the theoretical implications of the 
available experimental findings. A thorough discussion of the motor responses in- 
volved in thinking and a chapter on the relation of language and thought add to the 
great value of this book for the serious student of psychology. (153) 


PHILOSOPHICAL TEXTS. St. Thomas Aquinas. Selected and translated 
with Notes and Introduction by Thomas Gilby. Oxford University Press, 12s.6d. 
18-8 cm. 430 pages. Index. 

This compilation of texts from the whole range of Aquinas’s writings considerably 

augments views expressed in the more customarily read Summa Theologica, and in 

doing so provides an admirable summary of the scholastic outlook on problems of 
medieval philosophy. Aquinas was concerned with demonstrating the virtue and 
necessity of Aristotelianism as a basis for a Christian philosophy, and therefore deals 
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with problems which can, im some sense, be considered as belonging to theology. 
But there is much that concerns traditional philosophical problems—the nature and 
limitations of human knowledge, the problem of evil, the nature of the universe, as 
well as inquiries into such social phenomena as justice and law. The arrangement of 
the material follows that of the Summa Theologica, and constitutes a useful source-book 
for students of the history and development of philosophy. (189) 


SPINOZA. Stuart Hampshire. Penguin Books, 2s.6d. 18 cm. 240 pages. Index. 
Paper bound. (Pelican Books) 
Mr. Hampshire has written a superlative study of Spinoza’s system, analysing its 
component parts and relating them to current seventeenth-century beliefs. Spinoza 
presents a unitary view of the universe and man’s place in it, in terms of rigid deduc- 
tion from axioms; for him the interconnected parts of the universe are logical in 
character and therefore can be inferred by strict reasoning. His ethics follow in sequence 
and are logically dependent on his metaphysics and psychology; these, together with 
Spinoza’s religious and political theories, are discussed with clarity and accuracy. 
Although the nature of the book precludes any extended treatment of the formidable 
difficulties in Spinoza’s work, Mr. Hampshire effectively traces the source of these 
difficulties and shows lines along which their solution may be pursued. —_(199°492) 


RELIGION [AND THEOLOGY] 
THE ASCENT TO TRUTH. Thomas Merton. Hollis & Carter, 18s. 21-8 cm. 


262 pages. Biographical notes. Sources. 
Thomas Merton, the author of Elected Silence and other volumes, here describes the 
nature of the contemplative experience and the discipline which leads up to it. Be- 
lieving that contemplation, asceticism and unworldliness are the qualities that most 
need to be rediscovered by Christians at the present time, he directs attention to the 
sixteenth-century Spanish Carmelite, St. John of the Cross, and gives a detailed and 
lucid exposition of his theology and practice which he hopes will reveal the substance 
of Catholic mysticism and dispel the illusion that, although admittedly contemplation 
is the lot of the few, it has no importance for mankind as a whole. Those who desire 
to become acquainted with the teaching of St. John of the Cross and with the essence 
of the contemplative life will find in Father Merton a reliable guide. The book is 
written in a vivid style and there are passages of moving eloquence. (242) 


fTHE BRITISH TRADITION. Broadcast Talks. Mowbray, 3s.6d. 18-2 cm. 
68 pages. Stiff boards. 
This small book contains addresses broadcast on the Home Service of the B.B.C. 
between May and July 1951 and deals with the effect of Christianity as a system of 
belief on the British tradition. Parliament, the Common Law, toleration, education 
and world evangelism come under review in this context. Among the contributors 
are Richard O'Sullivan and Sir John Maud. Mr. Kitson Clark writes an introduction 
to this collection, which can be warmly commended. (261) 


ANTINOMIANISM IN ENGLISH HISTORY. Gertrude Huehns. Cresset 
Press, 158. 22°2 cm. 200 pages. Bibliography. Index. 

We have here a comprehensive account of Antinomianism (the doctrine that the 

Christian is free from the domination of the moral law) in English history with special 

reference to the period 1640-6o. Following a sketch of the development of the 
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doctrine on the Continent and in England up to 1640, the author gives a detailed survey 
of its influence on the Civil War, its political and social implications, and subsequent 
fortunes in England and the New World. The treatment is intended to illustrate the 
claim that Antinomianism is an attitude to life based upon the absolute authority of 
individual insight and becomes to some extent detached from its original context. 
This volume is a timely contribution to historical study. If the style is stilted, the 
meaning is generally clear. (274206) 


WHAT THE CHURCH OF ENGLAND STANDS FOR. J. W.C. 
Wand. Mowbray, 7s.6d. 19 cm. 131 pages. 
Since in the Church of England there appears to be less emphasis upon central authority 
and more upon individual freedom than is found in some Christian communions, the 
Bishop of London here examines the nature and content of Anglican authority with 
special reference to doctrine, worship, the sacraments and moral conduct. He claims 
that the special ethos of the Church of England is that it is both catholic and evange- 
lical and while it cannot offer absolute security of salvation, it offers the only security 
worth having—moral security. The book is written clearly, in a popular style, and 
should be specially valuable in study groups for clergy and laity. (283-42) 





THE ORIGINS OF EUROPEAN THOUGHT ABOUT THE BODY, 
THE MIND, THE SOUL, THE WORLD, TIME AND FATE. 
Richard Broxton Onians. Cambridge University Press, 45s. 22-2 cm. $66 pages. 
2 illustrations. Indexes. 

The Hildred Carlile Professor of Latin in the University of London addresses himself 

to some of the most fundamental problems in the Weltanschauung of Western Euro- 

pean men. Realising that our evidence is mainly linguistic, the author, by the meticu- 
lous analysis of contexts in the literature of Greece and Rome, attempts to establish 
the primitive meaning of certain words and expressions vital for the understanding 
of the earliest beliefs of the Greeks and Romans. A strange world of thought emerges, 
yet with a consistent logical structure of its own. No classical scholar, though he may 
fail to be convinced by some of the interpretations and etymologies suggested, can 
afford to ignore a book of exceptional brilliance and originality. Close translation and 
interpretation of the passages vital to the argument render the book accessible to all 
who are interested in the history of ideas. They will find much to stimulate and much 
to delight. (291) 


SOCIAL SCIENCES 
Sociology 
STUDIES IN THE SOCIAL PSYCHOLOGY OF ADOLESCENCE. 
J. E. Richardson, J. F. Forrester, J. K. Schulka, and P. J. Higginbotham. Edited with 
a foreword by C. M. Fleming. Routledge & Kegan Paul, 21s. 22-2 cm. 276 pages. 
lables. Charts. Diagrams. Bibliographies. Index. (International Library of Sociology 
and Social Reconstruction) 
A description of a series of experiments and investigations into the effects of group 
relationships and the attitudes of adolescent boys and girls towards their own develop- 
ment. The studies deal with group experiences as observable in the teaching of English 
and of citizenship, with surveys of attitudes and with inquiries into the accompani- 
ments of friendship. Experimental work is described in detail, and there are numerous 
statistical tables and diagrams. (301°) 
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BRITISH PAMPHLETEERS. Vol. 22 FROM THE FRENCH 
REVOLUTION TO THE NINETEEN-THIRTIES. Edited by 
Reginald Reynolds. Introduction by A. J. P. Taylor. Wingate, 21s. 21-8 cm. 
302 pages. 10 illustrations. 

Several well-known literary men appear as pamphleteers in this volume. Hazlitt 

attacks the editor of the Quarterly Review; R. L. Stevenson defends Father Damien, 

the missionary; Burke discusses the sufferings of the poor; Charles Kingsley gives a 

picture of working-class life in mid-nineteenth century; William Morris writes 

on employment, and Laurence Housman on women’s suffrage. Other writers deal 
with the electoral system, penal reform, social equality, and Welsh nationalism. The 

editor comments on each pamphlet and gives it its historical setting. Mr. A. J. P. 

Taylor, in his lively introduction, discusses the essentials of a good pamphlet and the 

changes this period shows in pamphlets and their writers generally. He entertain- 

ingly disagrees with the editor about many of the pamphlets here collected. —_ (304) 


Statistical Method 


FACTS FROM FIGURES. M.J. Moroney. Penguin Books, ss. 18 cm. 480 pages. 
Diagrams. Bibliography. Index. Paper bound. (Pelican Books) 
The general reader will find it easy to understand this introduction to statistics. The 
author, who is an industrial consultant as well as a lecturer in mathematics, shows 
clearly the main uses of statistics and describes some of the methods of compiling 
them, explaining the various symbols in non-technical language. His book ranges 
over a wide field, covering the laws of chance, the methods of sampling, control 
charts, correlation, time series, and the analysis of variation and co-variation. (311) 


Political Science 


THE PRICE OF REVOLUTION. D. W. Brogan. Hamish Hamilton, 15s. 
223 cm. 288 pages. Index. 
This book discusses revolution as a method of effecting social and economic changes, 
and balances the benefit of such changes with the cost of the method. In tracing the 
course of the revolutions in America and Europe from 1776 to the present day, Pro- 
fessor Brogan shows that the idea of revolution as an expedient out of a difficulty has 
changed till ‘the Revolution’ is now a programme in the process of being carried 
out on a world stage. The prestige given to this idea by a great state accounts for the 
present world political problem. The author shows how nationalism, the churches 
and imperialism have been affected by ‘the Revolution’, and, in a masterly chapter, 
clarifies the reaction of America to it. Professor Brogan, with a wealth of concrete 
examples and illustrations to his arguments, from his up-to-date reading and his ex- 
perience of events, has given an understanding of our present discontents. (323-2) 


CLOSER ASSOCIATION IN CENTRAL AFRICA. Statement by His 
Majesty’s Government in the United Kingdom, 21st November 1951. Common- 
wealth Relations Office and Colonial Office. H.M. Stationery Office, 4d. 24:4 cm. 
6 pages. Paper bound. (Command Paper 8411) 

In September a conference was held at Victoria Falls to discuss closer association, but 

the results were inconclusive. Shortly afterwards a new Government took office in the 

United Kingdom, and this statement was issued later. The Government agree that 

federation is desirable, but that, to meet the fears expressed by African representatives, 

the protectorate status of Northern Rhodesia and Nyasaland should be preserved, 
thus precluding an amalgamation of the territories. A further conference is proposed 
for July 1952 to be held in London. (325°342) 
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Economics 
BRITISH WORKING CLASS MOVEMENTS. Select Documents, 1789- 
1875. G. D. H. Cole and A. W. Filson. Macmillan, 45s. 22-5 cm. 651 pages. Index. 
Although this collection was designed mainly as a companion to Professor Cole’s 
Short History of the British Working-Class Movement, the documents will form a valuable 
aid to any comprehensive study of English social history. They are conveniently 
grouped under Trade Unionism, the Luddites, the Reform Movement, the New 
Poor Law and similar headings, and include quotations from contemporary manv- 
scripts and publications now in Professor Cole’s own collection, in the Place and other 
collections in the British Museum, in the Home Office Papers at the Public Record 
Office, and elsewhere. Besides being an enlightening collection in itself, the volume 
will serve as a guide to further research. (330°942) 


THE YOUTH EMPLOYMENT SERVICE. H. Heginbotham. Methuen, 
gs.6d. 19 cm. 232 pages. Index. 
The Principal Assistant Organizer of the Youth Employment and Welfare Branch 
of the Birmingham Education Committee gives a short but detailed account of the 
work carried on in Great Britain in placing young persons in employment. The first 
half of the book is historical; the second describes the present organization of the em- 
ployment service, central and local, and the means employed for vocational guidance. 
(331-1) 
THE BRITISH BANKING MECHANISM. W. Manning Dacey. Hutchin- 
son, 8s.6d. 19 cm. 203 pages. 13 diagrams. Index. (Hutchinson’s University Library) 
The aim of the author, who is economic adviser to Lloyd’s Bank, is to explain the 
principles on which modern banking mechanism is based. The practice of banking 
is not within the purview of this volume. However, the general reader and student 
will find it most useful, as it considers conditions before the last war, and deals quite 
fully with the post-war problems of cheap money, deficit finance and the technique 
of exchange control. (332°1) 


TAXATION IN CANADA. J. Harvey Perry. University of Toronto Press, 
(Toronto, Canada), $6-00. 23 cm. 422 pages. Tables. Bibliography. Index. 
At the request of the Canadian Tax Foundation, Mr. Perry, an officer of the Depart- 
ment of Finance in the Canadian Government, has written this systematic account of 
the Canadian tax structure. There are three objectives in this study: to make accessible 
to the layman factual information concerning dominion, provincial and local govern- 
ment taxation; to provide a reference tool for business men and tax practitioners, and 
to provide students of public finance with a comprehensive view of Canadian methods. 
The book fulfils the purpose for which it was designed. (336-2) 


CASE LORE. Leaves From the Notebooks of a Professional Accountant. Ernest 

Evan Spicer. H. F. L. and Reinhardt & Evans, 21s. 22-2 cm. 310 pages. 24 illustrations. 
The articles in this book by a chartered accountant have been reprinted from Account- 
ancy. The eleven chapters deal with certain branches of law and taxation and expose 
anomalies and injustices contained in the present law of Income Tax, Surtax, and 
Death Duties. The first three chapters are on executorship law and accounts, chapter 
four is on retrospective and retroactive legislation, chapters five to seven are on Income 
Tax, while the remaining chapters are on fraud, the law of chance, and on the general 
legal principles underlying the branches of law dealt with. (336-2) 
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FOOD. Vol. 1. THE GROWTH OF POLICY. R. J. Hammond. H.M. 
Stationery Office and Longmans, 2$s. 24°5 cm. 448 pages. 3 figures. 15 tables. 
Index. (History of the Second World War: United Kingdom Civil Series) 

The main part of this history of Great Britain’s food policy begins with 1936, with 

the establishment of the Food (Defence Plans) Department. For the war period the 

author describes the development of the Ministry of Food’s organization and of the 
rationing and price control systems; he shows the effects of the air raids and transport 
difficulties on food supplies, and the achievements of “Lend-Lease” and the Com- 
bined Food Board. He also points out the importance of the Government's new con- 
cept of food supply as a social service, leading to such measures as the National Milk 
Scheme. (338) 


IRON AND STEEL IN THE INDUSTRIAL REVOLUTION. Thomas 
Southcliffe Ashton. Manchester University Press (Manchester), 16s. 2nd edition. 
21°§ cm. 274 pages. Index. (Economic History Series) 

This book, by the Professor of Economic History in the University of London, was 

first published in 1924, but is still the recognized authority. It begins by describing the 

charcoal-iron industry in England in early times and goes on to discuss the activities 
of Abraham Darby, Benjamin Huntsman, James Watt, Matthew Boulton, Henry 

Cort and others in the development of the industry. It shows how the trade was 

affected by foreign competition and by wars, and describes the rise of capitalistic 

combines and the condition of the ironworkers and ironmasters during the various 

stages of development. (338-27) 


ELECTRICAL ENGINEERING ECONOMICS. Vol. 2. COSTS AND 
TARIFFS IN ELECTRICITY SUPPLY. D. J. Bolton. 2nd edition, 
revised. Chapman & Hall, 30s. 22-2 cm. 319 pages. Frontispiece. $4 figures. Glossary. 
Index. 

Volume 1 of this work dealt with general principles of electrical engineering econo- 

mics. This present volume was originally issued in 1938 as a separate work, and has 

been revised and enlarged. Its aim is ‘to present a fundamental and critical review 
of the underlying principles of rate construction, together with a quantitative state- 
ment of the tariff situation in Great Britain’. It is in four parts: Tariff Theory, Costs, 

Retail Tariffs and Power-Factor Costs and Tariffs; between them they cover, in 

great detail, the theory of electricity demand and utilization and a description and 

explanation of the actual tariffs. Other works by the same author are Economic Tables 
for Electrical Engineers and Electricity Tariff Types. (338°$276213) 


CAPITALISM AND SOCIALISM ON TRIAL. Fritz Sternberg. Trans- 
lated from the German by Edward Fitzgerald. Gollancz, 25s. 22-2 cm. 603 pages. 
Illustrations. Tables. Diagrams. Bibliography. Index. 

In this book the author develops some of the ideas already presented in his Der 

Imperialismus, Der Niedergang des Deutschen Kapitalismus and The Coming Crisis. He 

shows how, from the mid-nineteenth century, capitalism gradually became the main 

form of production, partly as a result of European expansion and imperialism. With 
the help of statistical tables he traces its growth in the major countries to the period 
of the First World War, from which time, he believes, capitalism has remained the pre- 
dominant influence only in the United States. He discusses the implications of this in 
relation to a third world war. (338-01) 
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Law 
A TEXT-BOOK OF JURISPRUDENCE. George Whitecross Paton. 2nd 
edition. Oxford University Press, 30s. 22°8 cm. $41 pages. Tables. Bibliography. 

Indexes. 
The first edition of this text-book by the Vice-Chancellor of the University of Mel- 
bourne appeared in 1946, and was quickly recognized as outstanding. In the new 
edition notice has been taken of observations of reviewers, of new literature and of 
recent legal developments. The work is in six books. After an introduction, Book 2 
discusses the purpose of law, Book 3 sources of law, and Book 4 the technique of the 
law, while the last two books deal with public law and private law respectively. There 
are references to further reading after each chapter and there is also a full reading list. 
(340) 


ANNUAL DIGEST AND REPORTS OF PUBLIC INTER- 
NATIONAL LAW CASES. Being a Selection from the Decisions of Inter- 
national and National Courts and Tribunals and Military Courts given during the 
Year 1946. Edited by H. Lauterpacht. Butterworth, 55s. 23-2 cm. 461 pages. Tables. 
Index. 

There are two characteristics of this volume for 1946. In the first place it covers 

decisions given during that year only, and this will become a permanent practice. The 

second feature is the predominance in the year following the end of the Second World 

War of cases bearing on the law of war. The volume covers International Law 

generally, States as International Persons, State Territory, Jurisdiction, State Re- 

sponsibility, the Individual in International Law, Diplomatic and Consular Inter- 
course and Privileges, Treaties, International Organization and Administration, 

Disputes, and War and Neutrality. The editor is Whewell Professor of International 

Law in Cambridge University. (341) 


THE BRITISH YEAR BOOK OF INTERNATIONAL LAW, 1950. 
Edited by H. Lauterpacht. Oxford University Press for the Royal Institute of Inter- 
national Affairs, 63s. 24°7 cm. $43 pages. Table. Index. 

The 1950 volume, again edited by the Whewell Professor of International Law in 

Cambridge University, contains thirteen contributions by British writers on topics 

of current importance in international law. Among these may be mentioned articles 

on the law and procedure of the International Court by Mr. G. C. Fitzmaurice and 
on sovereignty over submarine areas by the editor. In addition, there are a number 

of notes by several writers, summaries of decisions of English courts during 1949-50 

involving questions of public or private international law contributed by Mr. D. H. N. 

Johnson and Dr. K. Lipstein respectively, and the usual book reviews. (341) 


THE LAW OF LANDLORD AND TENANT. R. Borregaard. 3rd edition. 
Stevens & Sons, 6s. 18-5 cm. 112 pages. Index. Paper bound. (*This is the Law’ 
Series) 

The new edition of this useful account designed for the layman and written in non- 

technical terms was necessary through the coming into force of the Leasehold Pro- 

perty (Temporary Provisions) Act, 1951—a standstill measure pending a more drastic 
revision of this branch of English law. All the main aspects of the subject are dealt 
with, and there is a final chapter on the effects of the new act. The author is a barrister- 
at-law. (347°2) 
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KERLY’S LAW OF TRADE MARKS AND TRADE NAMES. With 
chapters on Trade Secret, Trade Libel and the Merchandise Marks Acts, and a full 
Collection of Statutes and Rules. 7th edition by R. G. Lloyd and the late F. E. Bray. 
Sweet & Maxwell, 147s. 24-4 cm. 1,131 pages. Tables. Index. 


Acl- © This is the standard work both for business and legal use, and the first edition since 
Lew the Trade Marks Act, 1938, whose provisions included the following changes: defini- 
lof @ tion of a trade mark; facilities for allowing the use of a trade mark by another trader; 
k 2 assignment of a trade mark with or without goodwill; registration of trade marks 
the | consisting of invented words as ‘defensive registrations’ in respect of goods for 
1ere | which they are not used; and modification of the rules formerly applied in passing-off 
list. actions. The work as a whole has been considerably revised. Appendices give texts of 
40) relevant acts and subsidiary legislation and other regulations. (347°7) 
eR- : 

ter. SHARE TRANSFER AND REGISTRATION IN COMPANY LAW 
the Fy AND PRACTICE. A. K. Martin. Stevens & Sons, 20s. 22-2 cm. 141 pages. 
les. Tables. Index: (Business Law and Administration) 

The Companies Act, 1948, amongst other statutes, affected many matters of proce- 
vena dure relating to companies. This new book will be useful to secretaries and registrars 
The of companies as well as to students of company law. Part I covers all processes involved 
srld in the registration of transfers of shares. It also deals with the special peculiarities of 
pee debentures, the legal and practical aspects of dividend payments and relevant exchange 
Re- control provisions. Part II refers to the various registers which a company is required 
—. to maintain and the manner in which entries should be made therein. Appendices give 
ca, precedents of a number of relevant forms. (347°7) 
onal 
41) THE SALE OF GOODS. Clive M. Schmitthoff. Stevens & Sons, 35s. 22-2 cm. 

300 pages. Tables. Index. (Business Law and Administration) 
$0. This volume very usefully fills a long felt need for an up-to-date treatise on this subject. 
ttere The introductory section gives an historical survey and general principles of the law 
of sale. The remainder of the text is in the form of a commentary on single sections 
sis or groups of sections of the Sale of Goods Act, 1893, which codified earlier law and 
pics remains the basis of the modern law on the subject. Appendices give the provisions of 
ies and a commentary on other relevant statutes, such as the Factors Act, 1889. Dr. 
wai Schmitthoff is a barrister-at-law. (347°7) 
iber 
50 a P 
N Administration 
41) PUBLIC ADMINISTRATION IN CEYLON. Sir Charles Collins. Royal 
Institute of International Affairs in co-operation with the Institute of Pacific Relations, 
158. 21 cm. 170 pages. Bibliography. Index. 
ion. A scholarly study, by a life-long member of the Ceylon Civil Service, of the history 
aw of public administration in Ceylon, from Portuguese and Dutch times, through the 

British East India Company’s rule, early colonial days, the expansion era of the later 
on- nineteenth century, down to the concluding stages of the Donoughmore and Soul- 
r0- bury constitutions (1931 and 1946) to final independence within the Commonwealth. 
astic Whilst making no claims to be a history of the country, but only of one aspect, it is 
lealt a particularly valuable background to any study of the structure of Ceylon today, 
ter- and is intended as a contribution to a wider programme of research on the require- 
7°2) ments of efficient public administration in eastern Asia. (354°548 


139 





Military and Naval Forces 
THE KING’S GUARDS, Horse and Foot. Henry Legge-Bourke. Macdonald, 
30s. 27°3 cm. 168 pages. 65 colour plates. 80 photographs. 
This superbly illustrated and authoritative book desc ribes the duties, traditions and 
pageantry of the Household Cavalry and of the Brigade of Guards. Part I covers the 
Life Guards and the Royal Horse Guards, and Part II deals with the five regiments of 
Foot Guards. Detailed descriptions are given of the King’s Birthday Parade, the 
Changing of the Guard, the King’s Life Guard, the Opening of Parliament and of 
Trooping the Colour. Many interesting notes on uniforms, standards and colours, 
regimental history and regimental music are included. The book should have a wide 
appeal to the gencral public and to military students. (3550942) 


WOODEN WALLS IN ACTION. Frank C. Bowen. Staples Press, 215. 
25°4 cm. 152 pages. 68 illustrations. Index. 
Although this book is concerned with famous engagements in which sailing ships of 
the British Navy took part, it also includes incidents as examples of the diverse condi- 
tions under which action came to be joined. It opens with the Battle of Sluys in 1340 
and ends with the action in 1866 at Lissa, the last in which wooden ships took part. 
The author also describes the evolution of naval tactics, from the soldiers-at-sea policy 
of Sluys to the preoccupation with ramming which followed Lissa. The work is 
admirably illustrated with reproductions of well-known pictures. (359-09) 


WHITE ENSIGN—SOUTHERN CROSS. A Story of the King’s Ships of 
Australia’s Navy. Henry James Feakes. Ure Smith (Sydney, Australia) and Angus 
& Robertson (London), 42s. 25-4 cm. 246 pages. $9 illustrations. 

The late Rear-Admiral Feakes, for many years a senior officer of the Royal Australian 

Navy, was unusually well qualified to write its history. He traces the development of 

Australia’s naval force from the time of Captain Cook to the outbreak of World War IL. 

The story covering the lattcr part of that period is largely a personal one, strongly 

reminiscent and authentic. The author writes breezily and provocatively, and the 

book is attractively produced. (359.0994) 


Child Welfare 

CHILD CARE. A Handbook on the Care of the Child Deprived of a Normal 
Home Life. Agatha H. Bowley. Livingstone, 10s.6d. 19 cm. 223 pages. Bibliography. 
Indexes. 

Dr. Bowley, Senior Lecturer, Child Care Course, Institute of Education and Institute 

of Child Health, University of London, covers a wide ficld in this book on the care of 

children who have been separated from their parents and familics through unfortunate 

circumstances. Information has been collected from workers in the field, from the 

children themselves, from rescarch studics and from the literature of the subject. The 

book provides a clear guide for all child care workers and some insight into the mental 

outlook and attitudes of the children themselves. (362-7) 


CLARKE HALL AND MORRISON’S LAW RELATING TO 
CHILDREN AND YOUNG PERSONS. 4th edition by A. C..h 
Morrison and L. G. Banwell. Butterworth, 75s. 25-2 cm. 778 pages. Tables. Index. 

Since the last edition of this book in 1947, the Children Act, 1948, the Adoption of 

Children Act, 1949, consolidated in the Adoption Act, 1950, have, in addition to other 

statutes, made considerable alterations in the law. Sections on Probation and Borstal 
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have been rewritten. An appendix gives the provisions of the Guardianship and 
Maintenance of Infants Act, 1951. The work covers a general introduction, child care, 
child life protection, adoption, guardianship and marriage of infants, legitimacy, and 
family allowances. The appendix contains the text of relevant parts of a number of 
acts and circulars. (362-7) 


Education 

NEW TRENDS IN EDUCATION IN THE EIGHTEENTH 
CENTURY. Nicholas Hans. Routledge & Kegan Paul, 18s. 22-2 cm. 261 pages. 
Tables. Index. (International Library of Sociology and Social Reconstruction) 

A new interpretation of education in the cighteenth century in England, based on 

original sources, by the Reader in Comparative Education, King’s College, University 

of London. The author claims that, far from being ‘a century of educational sleep’, 

the eighteenth century was a period in which modern education was born and realized 

within the limits of the times, and in which multilateral schools were created and 

activity methods introduced. (370°942) 


THE CHILDREN’S VILLAGE. The Village of Peace. Mary Buchanan. 
Bannisdale Press, 6s. 22-5 cm. 32 pages of text. 32 pages of photographs. 
An account—the only one published in any language—of the origin and development 
of the International Pestalozzi Children’s Village in Switzerland, by the Hon. General 
Secretary of the British Pestalozzi Children’s Village Association. In this village 
orphaned children from many countries live, learn and play together. Each nationality 
has its own national house or houses in which the children are brought up by house- 
parents and teachers of their own nationality, learning to speak their mother tongue, 
following the school curriculum of their country of origin, and growing up in the 
religion of their fathers. All the nationalities come together for handicraft, sports, 
excursions, music and similar activities, and in the secondary school of the village. The 
founder of the village, Walter Robert Corti, has written a Preface and Dr. H. J. Alex- 
ander, Chairman of the British Pestalozzi Children’s Village Association, contributes 
an Introduction. (371°4) 


TECHNICAL EDUCATION FOR ADOLESCENTS. Some Thoughts 
on Present Problems. C. H. Dobinson. Harrap, 7s.6d. 19 cm. 123 pages. Diagrams. 
Tables. 

The author, Professor of Education in the University of Reading, discusses the wider 

implications and aims of technical education, and in particular stresses the need for 

“making technical education liberal’. He assesses the needs and problems of English 

Secondary Technical and Secondary Modern schools, and draws comparisons with 

the French system of education, whose apprenticeship centres he describes. In a final 

chapter, he comments on the importance of suitable technical education in the British 

Colonies, where ‘education for productivity must go hand in hand with education 

for a world outlook’. (371-426) 





OUTDOOR ACTIVITIES FOR BOYS’ SCHOOLS. F, J. C. Marshall. 
University of London Press, 7s.6d. 20 cm. 208 pages. 31 figures. Index. 

This comprehensive scheme of work, applicable to boys from eleven to sixteen, is 

intended to complement the author’s Physical Activities for Boys’ Schools. It discusses 

the general principles which should govern the conduct of organized games lessons in 

playground and playing-ficld, as well as in the open country, if the best educational 

results are to be secured. The author, who is Superintendent of Physical Education and 
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Inspector of Schools, City of Bradford Education Committee, not only suggests 
methods of improving the standard of play of national team games and athletics, but 
also introduces a new type of activity which he feels should be encouraged. This takes 
the pupils out into the open country, presents cha!lenging situations through adventure, 
encourages observation and provides opportunities for self-discovery. (371-73) 


THE HISTORY OF BRISTOL GRAMMAR SCHOOL. C. P. Hill. 
Pitman, 15s. 22°2 cm. 272 pages. 13 plates. Index. 

The story of a great English day school, from its foundation in Tudor times to the 

present day. Based throughout on original sources, the book notes the impact on the 

school of the changing social forces of four centuries of English history. It is thus a 

valuable contribution to English social and educational history as well as a readable 

and scholarly account of the history of a well-known grammar school. (373°42) 


SPEECH IN SCHOOLS. F. J. Griffiths. Blackie, 8s. 19 cm. 190 pages. Tables. 
Diagrams. (Technique of Teaching) 

A guide for teachers of general subjects who are called upon to give Speech Training 

lessons, produce plays, organize debates, etc. The ground covered is suited to pupils 

from about seven to nineteen years of age. The author is Principal of the Central 

School of Singing, Speech and Drama, Liverpool. (375-8085) 


Customs: Social Procedure 
BRITISH TITLES. The Use and Misuse of the Titles of Peers and Commoners 
with some Historical Notes. Valentine Heywood. Black, 15s. 22-2 cm. 200 pages. 
Index. 
Chis book is both a reliable guide to the correct use of titles borne by royalty, the 
peerage, and commoners, and a readable survey of the whole field of British dignitics. 
As Managing Editor of The Sunday Times, the author is aware of the errors into which 
journalists and others may fall, and which even some holders of titles commit. In 
setting down rules for the reader’s guidance, he enters into explanations and illustra- 
tions which make his book a short history of the social classes to which titles of honour 
or courtesy belong. Easy reference to the facts is provided by a carefully compiled 
index. (395) 


LINGUISTICS 


ANCIENT AND MEDIAEVAL GRAMMATICAL THEORY IN 
EUROPE. R. H. Robins. Bell, 8s.6d. 19 cm. 112 pages. Bibliography. Index. 
The Lecturer in Linguistics at the School of Oriental and African Studies, University 
of London, traces the early history and subsequent growth of grammar and gram- 
matical theory in Europe. A chapter each is devoted to the Greek, the Roman and the 
medieval theorists of language, the topics selected being mainly those which are 
relevant to modern linguistic doctrines. A concluding chapter summarizes the prin- 
ciples underlying modern descriptive techniques. The exposition is concise and clear 
and the book is well suited to introduce non-specialists to the subject. (415) 


I BREAK MY WORD. Ivor Brown. Cape, 7s.6d. 19°6 cm. 128 pages. 


Mr. Ivor Brown intended his Having the Last Word to conchae his series of word 
anthologies. He has, fortunately, altered his mind and in this present volume con- 
tinues his chats about the words his correspondents insist on sending him or that have 
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stirred his collector’s instinct. Ordinary words like ‘lady’, ‘bishop’, ‘genteel’, are 
made to yield as much interest as ‘drumble’, ‘salariat’, or “miffy’, as he comments on 
their meanings, usage, origin and contexts. Since his imagination and sense of humour 
allow no place for pedantry readers will be glad he has broken his word so gracefully. 


(422) 


PURE SCIENCE 
Astrophysics 
THE AURORAE. L. Harang. Vol. 1. Chapman & Hall, 25s. 25-4 cm. 176 pages. 
Illustrations. Maps. Tables. Diagrams. Bibliography. Index. (International Astro- 
physics) 
The first volume in a new series edited by M. A. Ellison and A. C. B. Lovell presents a 
comprehensive account of the facts relating to auroral phenomena. Particular attention 
has been paid to methods of height determination. There are chapters on the spectrum 
of the aurorae, earth-magnetism storms and the aurorae, the corpuscular theory of 
their origin and also on the upper atmosphere and the ionosphere in their relation to 
aurorae. There is a detailed bibliography of original papers by the principal workers in 
the subject. The book is lavishly illustrated. The author is chief scientist, Norwegian 
Defence Establishment, Kjeller, and is an internationally recognized authority. (523-5) 


Physics 
ELECTRICAL PHENOMENA AT INTERFACES IN CHEMISTRY, 
PHYSICS AND BIOLOGY. Edited by J. A. V. Butler. Methuen, 32s.6d. 
22-2 cm. 317 pages. Figures in text. Index. 
This book is intended as a successor to Electrocapillarity—The Chemistry and Physics o 
Electrodes and Other Charged Surfaces (1940) upon which it is based. There are, however, 
important additions by several experts, bringing the book up to date, so that it includes 
most of the basic researches on electrical phenomena at interfaces, with an account of 
applications in electro-chemistry, biochemistry, colloid science and physiology. The 
book covers a wide field and should help the biologist to understand the physical 
concepts, and the physical scientist to understand the biological phenomena that enter 
into their respective problems. (537) 


THE CONDUCTION OF ELECTRICITY THROUGH GASES. 
K. G. Emeléus. 3rd edition. Metheun, 5s.6d. 17-1 cm. 109 pages. 37 diagrams. 
References. Index. (Methuen’s Monographs on Physical Subjects) 

An outline is given of the main phenomena which can be studied quantitatively in 

connection with the passage of electricity through gases at low pressures, in particular 

those associated with the glow discharge. In this new edition a number of alterations 
have been made in the light of advances in knowledge of gaseous conductors, and the 
new probe methods and applications of high frequency techniques have been included. 

The author is Professor of Physics in Queen’s University, Belfast, and the book is an 

authoritative presentation of the subject. (537753) 


ATOMIC PHYSICS. Max Born. Revised by the author from the original 
translation of John Dougall. sth edition. Blackie, 35s. 22-2 cm. 451 pages. Tables. 
Diagrams. Bibliography. Index. 

This edition of a classic text has been thoroughly revised and brought up to date by 

the author. A new chapter on nuclear physics has been added, and a new section on 

the density of the electronic cloud. Corresponding additions to the mathematical 
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appendices include transition probabilities and the quantization of fluids. Much experi- 
mental data and some new plates have been added. The main plan of the book is 
unaltered, and the clarity and literary qualities of the text are upheld. The emphasis is 
on the theoretical aspects, and the nature of the topic demands a fairly high level of 
mathematical treatment. (539) 


THE MEASUREMENT OF RADIO ISOTOPES. Denis Taylor. Methuen, 
6s.6d. 17-1 cm. 126 pages. 40 diagrams. Index. (Methuen’s Monographs on Physical 
Subjects) 
nis book provides all the background knowledge of the characteristics, detection 

This book p les all the backg g 

and measurement of radio isotypes necessary for the use of this new technique in 

research. It is written for the non-specialist and the emphasis throughout is on the 

h. I for tl pecialist and tl pl throughout th 
physical principles involved, care being taken to explain both the advantages and 
imitations of the methods and instruments described. 9°77 

limitat fc thods and inst ts described 77 


Oceanography 
THE SEA AROUND US. Rachel L. Carson. Staples Press, 12s.6d. 21-8 cm. 
238 pages. 4 text figures. Endpaper map. Bibliography. Index. 

The theme of this book is the history of the sea and of its life from the remotest times 
of its first formation, and the various phases and aspects of this history are illuminated 
from the results of the most recent geological, geophysical and oceanographical re- 
search. The recent use of echo sounding enables a whole section to be devoted to the 
shape of the sea floor as it is gradually being discovered with its unexpectedly vast 
ravines and submarine mountains. Other sections treat of marine life near the surface 
and at great depths, ocean sediments, volcanic activity, waves and tides and their 
causation. Towards the end is a fascinating summary of the evidence for long-term 
swings in climate. (551-46) 


Meteorology 
CLOUDS, WIND AND WATER. Manfred Curry. Country Life, 30s. 
30-4 cm. 18 pages of text. 100 pages of photographs. Drawings in text. 

The author has collected these impressive photographs to illustrate the different types 
of cloud and wave formation. A short introduction with sketches gives the principles 
involved, as far as they are known, and classifies the main formations. The photographs, 
reproduced in sepia, green and blue photogravure, are largely of clouds, yachting 
scenes, sca-shores or mountain lakes, and much skilful use has been made of the 
technique of photographing against the light, although this renders the tone contrast 
unpleasingly harsh in some instances. The standard of detail is variable and some 
pictures are not paired very happily on Opposite pages, but many are of extreme 
beauty. (s51°5) 


Anthropology 

THE TRIBAL ART OF MIDDLE INDIA. A Personal Record. Verrier 
Elwin. Oxford University Press (Bombay, India), 30s. 25-4 cm. 214 pages. 229 illus- 
trations (4 in colour). 

Verrier Elwin is famous for his monographs on the primitive tribes of the Central 

Provinces, Bihar, and Orissa. He finds that authentic tribal art is rapidly disappearing. 

This book, based entirely on his personal researches, photographs, and drawings, over 
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a span of fifteen years, is a contribution towards rescuing from oblivion material 
which is of great interest without being great art. The lavish illustrations, admirably 
and concisely described in detail and fitted into their tribal context by one who not 
only knows the people but likes them, are a vivid tribute to the imagination of these 
simple people. Among them the most striking are those of the head-dresses of the 
Muria, the carvings of the Santal and Baiga, the woven cloth of the Bondo, and the 
Saora pictographs. (572-954) 


GOOD COMPANY. A Study of Nyakyusa Age-Villages. Monica Wilson. 
Oxford University Press for the International African Institute, 28s. 22-2 cm. 292 pages. 
16 plates. 3 maps. Bibliography. Index. 

A detailed anthropological investigation of a particularly interesting tribal group 

living around the north-west head of Lake Nyasa, across the borders of Tanganyika 

and Nyasaland. The social link is not by kinship but age group; the village unit con- 
sists of male contemporaries with their wives and children. The community association 
of those of an age, ‘good company’, is regarded as the greatest virtue; belief in witch- 
craft is strong, its peculiar form being rendered by the author as ‘the breath of men’, 
which causes its victim to fall cold, sicken, and die. The Nyakyusa came under con- 
siderable European influence during the First World War, when there were extensive 
military operations in the Rungwe area; and subsequently their proximity to the Lupa 
goldfields, to which they supply a large regular body of labour, has increased this 
influence. One particular object of the investigation was to study the effect of Christian 
missions on the community life. ($72-96782) 


ADAM IN OCHRE. Inside Aboriginal Australia. Colin Simpson. Angus & 
Robertson (Sydney, Australia, and London), 25s. 24:2 cm. 220 pages. Colour plates. 
Illustrations. Map. Illustrated endpapers. 

Sent by the Australian Broadcasting Commission into remote parts of the Northern 

Territory to make factual recordings for broadcasting, the author was able to obtain 

accurate insight into the life of the aboriginal. Impressions gained during his associa- 

tion with the anthropologists of the Arnhem Land Expedition, and direct observation 
in native reserves which are normally closed to the white man, have helped in the 
writing of a mature, considered description of native life. An attempt is made to 
destroy the popular misconceptions regarding the aboriginal’s intelligence, and a more 
enlightened native policy is urged. (572-99429) 


TRANSFORMATION SCENE. The Changing Culture of a New Guinea 
Village. Ian Hogbin. Routledge & Kegan Paul, 30s. 22-2 cm. 340 pages. 22 photo- 
graphs. 2 maps. Figures. Tables. Index. (International Library of Sociology and Social 
Reconstruction) 

The village of Busama in north eastern New Guinea, now an Australian mandate, has 

been exposed to European influence for over fifty years, and the traditional pattern of 

native life has been modified in many ways. The most drastic changes, however, have 
been caused by the recent war and Japanese occupation with its disrupting aftermath. 

The author, Reader in Anthropology in the University of Sydney, has written a 

detailed study of the changes in traditional culture, particularly during the last seven 

years; the aspects considered include administration, work, trade, religion, and race 
relations; education and kinship have been reserved for a subsequent volume. 


(s72°995) 
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Natural History Biochemistry 
THE NATURE OF NATURAL HISTORY. Marston Bates. Chapman & 
Hall, 16s. 21 cm. 356 pages. References. Index. 

This book successfully sketches the broad background to the study of living organisms 
in simple, though occasionally undignified, language. The first chapters tell how ani- 
mals are named and classified, what geology says about their evolution and how they 
reproduce themselves and grow. Next the author discusses the environment and the 
associations and communities of animals in relation to it (with a digression upon 
parasitism), and the modern tendency to study the population as a unit. The last topics 
are adaptation, the mechanism of evolution and the effects of animals on man’s 
economy and vice versa. The book will be useful to the general reader and to the 
narrow specialist, if its detail is not taken too much for granted. ($74) 


MAN ON HIS NATURE. The Gifford Lectures, Edinburgh, 1937-8. Sir 
Charles Sherrington. Cambridge University Press, 30s. 22°2 cm. 308 pages. 8 plates. 
4 illustrations in text. Index. 


A stimulating presentation of the philosophical views of an eminent biologist as to 
Nature and the status of Man. Further, the lectures are an admirable example of the 
application of scientific method to problems traditionally held to be metaphysical in 
character. Sir Charles contrasts the cosmological views of a sixteenth-century physician 
and philosopher, Fernel, with those arrived at by empirical inquiry at the present day. 
Mind is deemed to be something different from the external world of Nature—Man 
being a compound of energy and mind—but descriptions of the world in terms of 
energy involve using concepts which cannot validly be applied to the analysis of mind. 
There is a useful discussion of the relationship between mental and cerebral activity— 
which clears up much present confusion on this subject. The lectures throughout 
reveal a philosophical temper of the highest order. ($74) 


NATURE ABOUNDING. Edited by E. L. Grant Watson. New edition. 
Faber, 15s. 20-9 cm. 384 pages. Woodcuts by C. F. Tunnicliffe. Index of authors. 
This reissue of an anthology of prose nature writing (first published in 1941) will 
give pleasure to many readers, even if it is only the pleasure of disagreeing with the 
editor’s selection. Certainly he draws from a narrow field; the first three sections con- 
tain 107 extracts and sixty-five of these come from eleven authors, of whom the 
most frequent are Charles Darwin, W. H. Hudson, Gilbert White, Herman Melville 
and H. M. Tomlinson. The purpose is to prevent the collection from becoming 
fragmentary and heterogeneous, and a kind of integration does arise from this restric- 
tion. The most interesting result of the juxtapositions is the ease with which honest 
can be separated from ‘fine’ writing. (574) 


A WINDOW ON A HILL. Richard Church. Hale, 15s. 22-2 cm. 204 pages. 
Illustrations by C. W. Bacon. 


The country around his house overlooking a Kentish valley provides Richard Church 
—sensitive and informed observer as he is—with subjects and suggestions for these 
country essays. He writes on the seasonal changes in field, hedgerow and garden, on 
bird song, quaint local characters, and on books and poems about nature. Some foreign 
scenes give him a sense of sharp contrast with his own countryside. He has the qualities 
of the true essayist: he reveals himself and his attitude to men and affairs as much as he 
does his subjects; he is discursive without being irrelevant; his attractive style fits the 
occasion, and he can infect his reader with his own enthusiasm. (574°04) 
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DRAGONS IN AMBER. Further Adventures of a Romantic Naturalist. 
Willy Ley. Sidgwick & Jackson, 21s. 21-5 cm. 336 pages. 33 drawings (including 
4 maps) by Olga Ley. Index. 

This author has the happy knack of taking the subject-matter of a lecture in an ordinary 

university biology course and presenting it with imagination and good writing. The 

largest section deals with amber, the history of its trade and the elucidation of the 
problems presented by it. There follow chapters such as: the gradual reconstruction 

(often with and through the controversy of great names) of a Triassic reptile from its 

footprints; the finding of frozen mammoths; the discoveries of mysterious evolu- 

tionary relics like the milu, the gingko tree and cycads, and so on. Throughout the 
writing is enlivened with personalities and their historical importance in such researches. 
(574.04) 

CONFERENCE ON ISOTOPES IN BIOCHEMISTRY, 1951. 
Editor for the Ciba Foundation: G. E. W. Wolstenholme. Churchill, 273.6d. 
22°2 cm. 304 pages. 79 illustrations and diagrams. References. Index. 

Sir Charles Harington, Director, National Institute for Medical Research, London, 

avers in his Foreword that these papers, contributed by leading workers at an informal 

Ciba conference, give ‘as good an illustration as could be wished of the stage of isotope 

research in biochemistry that has now been reached by the process of development 

that has been outlined’. The six parts to the symposium, separately edited, comprise: 

Steriods, A. S. McFarlane; Haemoglobin and Metabolic Derivatives, C. Rimington; 

Use of Tracers in the Study of Biological Effects of Radiation, L. H. Gray; Nucleic 

Acids, J. N. Davidson; Proteins and Amino-Acids, A. Neuberger; Carbohydrate and 

Fatty Acid Metabolism, G. Popjak. (574-19) 


WILD GEESE AND ESKIMOS. Peter Scott. Country Life, 21s. 22:2 cm. 
254 pages. Coloured frontispiece. 36 illustrations. Drawings in text. 2 maps. End- 
paper map. Bibliography. Index. 

The author is famous for his paintings of wildfowl and for his establishment and 

direction of the Severn Wildfowl Trust with its headquarters and collection at Slim- 

bridge, Gloucestershire. In this book he describes an expedition to the Perry River 
region of the Canadian Arctic to study the beautiful snow-white Ross’s goose, a little- 
known and scarce species. The book is arranged as a journal, which enhances the 
impression of first-hand and critical observation, not only of birds but of other animals 
and flowers and of the rather stern tundra scenery in general. One minor drawback 
resulting from this is that the interesting biological notes are scattered and somewhat 
difficult to rediscover. ($74°97122) 


Microbiology 


BRITISH COMMONWEALTH COLLECTIONS OF MICRO- 
ORGANISMS. Directory of Collections and List of Species maintained in the 
United Kingdom and Crown Colonies. H.M. Stationery Office, $s. 24°5 cm. 
59 pages. Paper bound. 

[his Directory has been compiled under the auspices of the Permanent Committee 

set up by the British Commonwealth Specialist Conference on Culture Collections of 

Micro-Organisms in 1947. It consists of a Directory of Collections of Micro-Organisms 

in alphabetical order, each with a code number, and there is a numerical index of these. 

Following it is a list divided into sections corresponding to the different branches of 

microbiology; each species given under these headings has a code number indicating 

which collection includes it ($76) 
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Botany 
A BOOK OF TREES. Adrian Hill. Faber, 308. 25-6 cm. 16 pages of text. 
104 plates. 
All the drawings in this book are in soft pencil and they cover a very wide range of 
native and introduced trees of Great Britain both in summer and winter. The author 
is at pains to point out in the introduction that his approach is not botanical but artistic. 
Even while admiring the plates primarily as artistic productions it is also possible to 
learn from them a great deal about the diagnostic characters (growth form, bark, etc.) 
of many species. In a few instances atypical examples have been choscn and attention 
has been concentrated on the larger species, but these are minor matters. A particularly 
useful feature is the series of drawings of introduced conifers, which are not easy to 
find illustrated. (581-942) 


DRAWINGS OF BRITISH PLANTS. Part V.CARYOPHYLLACEAE. 
Stella Ross-Craig. Bell, 10s. 24-7 cm. 66 pages of plates. Index. Stiff paper covers. 
In the fifth volume of these excellently produced and arranged line-drawings of British 
wild plants cach plate contains a central life-size drawing of the plant, its flowers and 
root system; botanical details, mainly of the reproductive organs, are given in sub- 
sidiary drawings of varying degrees of magnification. This volume, of course, covers 
pinks, campions, chickweeds, stitchworts, sandworts, pearlworts and spurreys. It is 
most valuable to have these clear drawings of some of the puzzling specics in these 
groups. (583-15) 


SEAWEED UTILISATION. Lily Newton. Sampson Low, 21s. 22-2 cm. 
200 pages. Coloured frontispiece. 74 plates. 15 text figures. Glossary. 
Dr. Newton has drawn together for the general reader most of the relevant informa- 
tion about seaweed and its uses. It is, however, a book which does not shirk techni- 
calities and most biologists will find it absorbing. The use of seaweed throughout the 
world for eating, for agriculture, for extraction of chemicals and—more recently—for 
making a new kind of rayon and for producing bacteriologists’ agar are described 
against a general background of the distribution, reproduction and ecology of the 
different specics. Sections by other experts describe the British species, the new rayon 
technique, the attempts at artificial culturing, and throughout can be traced the impetus 
to survey and research given by the last war. (589-45) 


Zoology 
THE STUDY OF INSTINCT. N. Tinbergen. Oxford University Press, 25s. 
24°6 cm. 240 pages. 130 figures. Bibliography. Indexes. 

Dr. Tinbergen, Lecturer in Animal Behaviour at Oxford, has here summarized the 
results of many years’ experiment and study. He has interpreted a vast bulk of work 
by European (mainly German) ethologists, which is difficult to trace and more difficult 
to read (Dr. Tinbergen’s terminology is not easy, but he has striven valiantly to 
achieve simplicity). He has shown how fruitfully modern schools of ethology pursue 
a middle way between the excessively analytical method of the physiologist and the 
subjective method of the psychologist. He has also given (and this is the main task of 
the book) an up-to-date account of the causation of instinctive—in contrast to learned 
—behaviour, discussing in detail its internal motivating factors and the external ‘sign 
stimuli’ that release the instinctive behaviour. Above all he has vindicated the objective 
approach to the analysis of instinctive behaviour. (sor-st) 


148 





TOMORROW’S A HOLIDAY. Arthur Loveridge. Hale, 18s. 22-2 cm. 
304 pages. 17 illustrations. Endpaper map. Index. 


Mr. Loveridge is a curator at Harvard’s Museum of Comparative Zoology in the 
United States and his main charge is of reptiles and amphibians. His previous expe- 
rience as a game warden in East Africa qualifies him peculiarly for museum collecting 
in this area, and this book is a general account of several expeditions to the montane 
forest ‘islands’ in Tanganyika. Careful observation of the habits of the snakes, lizards 
and frogs (many of them new to science), of which he collected specimens, is pleasantly 
mingled with descriptions of the country and the natives, and with anecdotes of the 
many adventures that befall the field zoologist. (591 -96782) 


MOSQUITO BEHAVIOUR IN RELATION TO MALARIA TRANS- 
MISSION AND CONTROL IN THE TROPICS. R. C. Muirhead- 
Thomson. Edward Amold, 30s. 22-2 cm. 227 pages. 38 illustrations. References. 
Index. 


A member of the Colonial Medical Research Service reviews the advances of the last 
fifteen years in our knowledge of the general behaviour of the anopheline mosquitoes 
responsible for malaria transmission in the tropics, and of the relationship of these 
activities to their importance as malaria vectors. The movements of mosquitoes, in 
relation to mating, feeding and resting are discussed; in the section concerned with the 
problems of the nature and selection of the breeding place, emphasis is placed on the 
role of physical and chemical factors in determining the behaviour of the female 
mosquito and of the immature stages. The review is thorough and is completed by 
references to world literature. (595-77) 


TIDELINES. Keith Shackleton. Lutterworth Press, 31s.6d. 28-5 cm. 128 pages. 
16 colour plates and 128 black-and-white illustrations by the author. Endpaper 
chart. 


This young painter makes his bow under the aegis of an introduction by Peter Scott. 
Apart from some of the later pictures and text devoted to the enthusiasm of sailing 
14-footers, the rest concentrates on geese, other wildfowl and sea-birds. The text is 
vividly but unostentatiously written and describes the experiences and feclings of an 
artist observing wildfowl in their natural setting. Particularly interesting are the stories 
of how some of the pictures evolved. But it is in the illustrations that the author has 


put forth his personality and skill. There are inequalities, but some of the paintings have 


remarkable beauty and atmosphere and there is a firm use of contrast in the black-and- 


white illustrations which is most satisfying. (598-2) 


BIRD WATCHER’S DELIGHT. John Warham. Coumry Life, 18s. 22-2 cm. 
148 pages. 59 illustrations by the author. Index. 


There are one or two features that prevent this from being “just another book on bird 
photography’. Concentrating on the common birds of a typical east Midland area, 
Mr. Warham shows himself to be not just an ornithologist, but one with a refreshing 
awareness of other animal groups and of plants. His notes from the hide are very 
complete for some interesting species, e.g. barn, tawny and little owls, kingfisher, 
stock dove and wood pigeon. The last two especially have been little photographed 
and studied. (598.2942) 
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THE LAND OF THE LOON. G. K. Yeates. Country Life, 18s. 22-2 cm. 
156 pages. Coloured frontispiece. 29 illustrations. Map. Bibliography. Index. 
The high standard of Mr. Yeates’s bird photographs and the accompaniment of his 
ready pen are by now well known to most ornithologists, especially from his journeys 
to the Camargue and Spain. This book describes two journeys to Iceland, one to 
Stadhur on the neck of the north-west peninsular, the other to Thingvellir near 
Reykjavik. The species upon which he concentrates are the whooper swan, northern 
golden plover, black-tailed godwit and great northern diver, but the author is always 
conscious of his general surroundings and naturalists will appreciate his asides on 
behaviour and distribution of birds as well as his descriptions and photographs of 
scenery and flowers. (598.29491) 


THE BIRDS OF THE MALAY PENINSULA, SINGAPORE AND 
PENANG. A. G. Glenister. Oxford University Press, 35s. 22-2 cm. 296 pages. 
16 plates (8 in colour). $4 line illustrations in text. Map. Glossary. Indexes. 

This is the first field guide to birds in this area and an astonishing amount of informa- 

tion has been compressed into it. In the first section is an account of the commonest 

birds to be seen in and around towns and gardens and in the hill stations. There follows 
an analysis by field characters and by habitat of the main groups of birds and a com- 
pressed list of species with status and description. The second section is a more extended 
systematic account with descriptions of winter and summer plumages, sexual diffe- 
rences, range and habitat and field characters. Finally an appendix is added on simi- 
larities and differences between the faunas of the Malay peninsula and the neighbouring 
areas of Sumatra, Borneo and Java. (s98-29595) 


APPLIED SCIENCE 


Medical Sciences 
THE BRITISH ENCYCLOPAEDIA OF MEDICAL PRACTICE. 
2nd edition. 12 volumes and an index. Under the general editorship of The Rt. Hon. 
Lord Horder. Vol. 7. Butterworth, 65s. 24-5 cm. 723 pages. Illustrations. References. 
Index. 
Nearly a third of this volume is devoted to obstetrics, various aspects of the subject, 
including anaesthesia, malposition and malpresentation of the head, disproportion due 
to enlargement of the foetus, rupture of the uterus, labour in the tropics and radiology, 
being arranged in fifteen short chapters, and treated respectively by such specialists as 
A. D. Marston, Bethel and Michael Solomons, J. Chassar Moir, A. S$. Duncan, V. B. 
Green-Armytage and J. W. McLaren. The remaining twenty-four chapters cover a 
wide range of subjects, among them infant feeding, influenza, intelligence tests, kala- 
azar and Landry’s paralysis. A contribution of particular interest is that on Joints— 
Injuries and Internal Derangements by the late G. R. Girdlestone. (610-3) 


PHYSIOLOGY AND PHARMACOLOGY FOR’ PHARMA- 
CEUTICAL STUDENTS. Harold Hayden Barber. 3rd edition. Bailliére, 
258. 22-2 cm. 636 pages. 185 text figures. Index. 

When about fifteen years ago physiology was first introduced into their curriculum, 

this standard text-book for the final examinations of the Pharmaceutical Society of 

Great Britain and for the degrees and diplomas in pharmacy of the English-speaking 

universities was written specially for pharmaceutical students by the Lecturer in 

Pharmacology in the University of Nottingham. With the title amended to include 
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the term ‘pharmacology’, thus emphasizing recent trends in the nomenclature and 
development of the subject now incorporated in the enlarged text of this edition, the 
book still offers a sure foundation of physiology on which the student can base his 


knowledge of pharmacology. (612) 


HANDBOOK OF PHYSIOLOGY AND BIOCHEMISTRY. R.J. S. 
McDowall. 41st edition. Murray, 40s. 24:4 cm. 777 pages. 315 illustrations and 
diagrams. Tables. Bibliography. Index. 

Originally ‘Kirkes’’ and later ‘Halliburton’s’, this veteran text-book, whose centenary 

was celebrated in 1950 by a goth edition, is still so widely recommended by university 

teachers and popular among students that another edition has already been called for. 

With several sections rewritten and new matter incorporated, the handbook still 

stresses principles rather than details, thus ensuring its continued value to the medical 

student for whom it is primarily intended. For those who wish to read beyond the 
examination syllabus, an extensive bibliography has been provided, arranged by sub- 

ject and giving references to more recent works. (612) 


VITAMINS. A Digest of Current Knowledge. Leslie J. Harris. Churchill, 153. 
19 cm. 256 pages. 84 illustrations and diagrams. 111 structural formulae. Chapter 
references. Bibliography. Glossary. Indexes. 

Within this small digest the Director, Dunn Nutritional Laboratory, Cambridge, has 

succeeded in presenting all the more important facts regarding the vitamins. Written 

for medical men, chemists, and dieticians, it includes most of the ground covered in 

Dr. Harris’s lectures to Cambridge University biochemistry students working for the 

equivalent of the Advanced Honours Course; the chemical, pathological and medical 

aspects of the subject reach the same standard. The historical approach will facilitate 
the understanding and ensure the interest of others who wish to know something of 
current views on this subject, while the research worker will welcome the references 

to the earliest literature and to recent work. (612-015) 


BIOCHEMISTRY FOR MEDICAL STUDENTS. William Veale Thorpe. 
sth edition. Churchill, 22s.6d. 20-9 cm. $36 pages. 41 illustrations. Tables. Biblio- 
graphy. Index. 

A new edition of this compact text-book by the Reader in Chemical Physiology, 

University of Birmingham, is justified by the advances in biochemistry of the last four 

years. Outstanding among these is the acceptance of the general principles of the 

tricarboxylic acid cycle which has necessitated the rewriting of the chapters on 
metabolism, including that on Detoxication which is now headed Metabolism of 

Foreign Organic Compounds. New work on enzymes, vitamins, hormones, and on 

the uses of isotopes in biochemical investigations is incorporated. Tables have been 

added and those representing the amino-acid content of proteins and the vitamin 

content of food amplified and revised. (612-015) 


TEXTBOOK OF PHARMACOGNOSY. T. E. Wallis. 2nd edition. 
Churchill, 35s. 22-4 cm. $68 pages. 226 illustrations. Bibliography. References. 
Index. 

After five years, Dr. Wallis, Emeritus Curator, Pharmaceutical Society of Great 

Britain, has revised this text-book of the theoretical aspect of pharmacognosy (the 

companion volume to his Practical Pharmacognosy), adding short articles on pollen in 

relation to hay-fever, mechanical wood pulp, regenerated cellulose, alginate fibres, 
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and shellac, materials recently introduced or re-introduced as drugs or for surgical 
dressings. The author has now for the most part collected at the end of the volume 
references, some linking this work with other aspects of the subject, such as the chemi- 
cal structure of the constituents of drugs, chemical assay and standards and others, 
pointing to landmarks in the development of pharmacognosy. (615) 


MEDICAL BACTERIOLOGY INCLUDING ELEMENTARY 
MYCOLOGY, PROTOZOOLOGY AND HELMINTHOLOGY. 
Sir Lionel Whitby and Martin Hynes. sth edition. Churchill, 22s.6d. 20-9 cm. 
$52 pages. 92 illustrations. Index. 

In this edition, the authors. Regius Professor of Physic in the University of Cambridge 

and Pathologist, the Royal Northern Hospital, London, have rewritten their original 

work to reflect the present emphasis on bacterial identification by antigenic structure 
and serological methods, and to include the greatly increased knowledge of the viruses 
and the advances in the control of bacterial infection by chemotherapy. The aim re- 
mains ‘to present in brief form the accepted views on the relation of bacteria to 
medicine’ for the reader whose main interest is in epidemiology, diagnosis, prevention 
and treatment of infectious and bacterial diseases. The material, judiciously chosen, is 
also well presented, and the style is forthright. (616-01) 


A STUDENT’S RADIOLOGICAL MATHEMATICS. Elementary 
Mathematics Applied to Medical Radiology. L. A. W. Kemp. Blackwell (Oxford), 
21s. 23 cm. 329 pages. 128 text figures. Index. 

The Physicist to the London Hospital has written this text-book primarily to provide 

students with a sound mathematical foundation on which to base their knowledge of 

physics. The book begins and continucs simply, and the examples and exercises are 
based on radiological material, so that by following closely each step the student can 
gain a clear understanding of the mathematical aspects of radiological problems. The 

professionally qualified also should find this a useful reference book. (616-07) 


PATHOLOGICAL HISTOLOGY. Robertson F. Ogilvie. 4th edition. 
Livingstone, 40s. 22-2 cm. $18 pages. 295 photomicrographs in colour. Index. 
Basing his book (first published in 1940) on his lectures to Edinburgh University 
students, Dr. Ogilvie writes for graduate as well as undergraduate, and copiously 
illustrates the text with beautiful photomicrographs, many new, designed to show, 
besides the morphology of the lesions, the staining reactions of the tissues. The 
arrangement of the subject-matter is similar to that adopted in the standard text-books 
of pathology to which this is designed to act as companion. After dealing with dis- 
turbances of nutrition and circulation, inflammation, repair, and tumours, the author 
considers in twelve chapters, now amplified, the discases of the various systems. 
(616-07) 
BLOOD TRANSFUSION IN CLINICAL MEDICINE. P.L. Mollison. 
Blackwell (Oxford), 37s.6d. 22-2 cm. 472 pages. $9 text figures. 23 tables. Biblio- 
graphy.. Index. 
This book, by the Director of the Medical Research Council’s Blood Transfusion 
Research Unit, is intended for those who have some knowledge of blood transfusion 
and wish more fully to understand its effects. It is mainly concerned with the results of 
transfusion in man, with the blood groups from the clinical standpoint, the effects of 
transfusion on the circulation, the survival of transfused red cells, and diagnosis and 
treatment of haemolytic disease of the newborn. As much fundamental information 
is given as is required to understand the techniques necessary for successful transfusion 
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and to show how new knowledge in human physiology and pathology is gained by 
modifications in transfusion techniques. There is an invaluable bibliography, twenty- 
five pages in length. (616-151) 


AN ATLAS OF GENERAL AFFECTIONS OF THE SKELETON. 
Sir Thomas Fairbank. Livingstone, $5s. 25°4 cm. 431 pages. 510 illustrations. 
References. Index. 

The author, Consulting Orthopaedic Surgeon, King’s College Hospital, London, has 

for many years collected records of multiple affections of the skeleton, and here they 

are illustrated and discussed, the criterion for their inclusion being the affection of more 
than one bone. In the introduction, the conditions and syndromes described are classi- 
fied into congenital developmental errors, acquired affections of unknown origin, 
those due to errors of diet and metabolism, to endocrine errors, infection or toxaemia, 
to errors of the haemopoietic and lymphatic systems and multiple neoplasms, an order 
which with a few exceptions is maintained throughout. Text and illustration are well 
balanced and combine to provide a useful reference work. (616-71) 


ESSAYS IN SURGERY PRESENTED TO DR. W. E. GALLIE 
ON THE OCCASION OF HIS RETIREMENT FROM THE 
CHAIR OF SURGERY IN THE UNIVERSITY OF TORONTO. 
University of Toronto Press (Toronto, Canada), $9.52. 23-5 cm. 608 pages. Portrait. 
Illustrations. References. Bibliography. 

As a tribute to a distinguished teacher, whose leadership in surgery and contributions 

to surgical knowledge are outstanding, this volume of forty-three essays was compiled 

by his colleagues and pupils. These are illustrative of surgery of the Toronto school 

and largely reflect the teaching of Dr. Gallic, whose work is also commemorated in a 

bibliography covering the years 1907-1949. This book is a fine, well-illustrated 

production. (617) 


A HANDBOOK OF SURGERY. Reginald C. B. Ledlie and Michael Harmer. 
Bailliére, 21s. 20-7 cm. $43 pages. $6 figures. Index. 
The authors, respectively Senior Surgeon and Assistant Surgeon, the Royal Cancer 
Hospital, London, have kept before them the need of the medical student and prac- 
titioner for a summary of the essential facts of surgical pathology, diagnosis and 
treatment to help him to view in the right perspective the ever-increasing field of 
surgery. The chapters are short, concise and clear, and the material is presented in a 
form designed to facilitate revision, with boldly headed and well-spaced sections and 
paragraphs. (617) 


ORAL AND DENTAL DISEASES. Aetiology, Histopathology, Clinical 
Features and Treatment. Hubert H. Stones. 2nd edition. Livingstone, 100s. 24°9 cm. 
1,032 pages. 959 illustrations (91 in colour). References. Indexes 

This excellent reference book for dental and medical practitioners also covers the 

courses for dental students of Great Britain, the Dominions and America in dental 

surgery and pathology. As the first edition (1948) was exhausted within two years, the 
author, Professor of Dental Surgery and Director of Dental Education, University of 

Liverpool, has taken the opportunity to revise his work, to rewrite some chapters such 

as those on the aetiology of dental caries, stomatitis and allied diseases of the oral 

mucosa, odontomas and tumours and to add a new section on diseases of the nervous 
system and muscles. The aetiology, pathology and clinical features of dental and oral 
diseases are exhaustively described, and clear and concise instructions are given for 
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treatment. The references at the end of each chapter are up to date; the book, fully 
and well illustrated, is a fine example of British medical writing and publishing. (617-6) 


THE UROLOGY OF CHILDHOOD. T. Twistington Higgins, D. Innes 
Williams and D. F. Ellison Nash. Butterworth, 45s. 25-4 cm. 308 pages. 136 illustra- 
tions. References. Index. 

The senior author is Senior Surgeon to the Hospital for Sick Children, Great Ormond 

Street, London, his first collaborator is the Urological Registrar, and his second was 

formerly Surgical Registrar. The unparalleled clinical material available to them in 

that hospital and the experience of the last twenty-five years during which improved 
instruments and advances in bacteriology, pathology, biochemistry and radiology 
have facilitated diagnosis and treatment, have contributed to the production of this 
practical guide. Throughout the authors emphasize the clinical picture presented by the 
child, the investigations necessary to establish diagnosis and the treatment which 
follows. (618-9) 


Engineering 
BUILDING AND CIVIL ENGINEERING PLANT: Its Purchase, Appli- 
cation and Operation. Spence Geddes. Crosby Lockwood, 30s. 25-4 cm. 312 pages. 
Illustrations. Diagrams. Tables. Index. 
A number of books have recently appeared dealing with contractor’s plant, but Mr. 
Geddes has made a notable contribution on combining the economical aspects of plant 
purchase and operation with the plant’s engineering characteristics and performance. 
Three sections relate to the economical and practical considerations of purchase and 
application, while the remaining twenty are devoted to specific types of plant, dis- 
cussing their constructional features, application , Operation, output and apportionment 
of labour to the plant required. Very detailed and extremely well arranged, this is a 
most comprehensive reference book for all who are interested in the purchase of 
building and civil engineering plant and its application in a scientific manner. (620) 


THE FUNDAMENTAL PRINCIPLES OF REINFORCED CON- 
CRETE DESIGN. W. T. Marshall. Blackie, 20s. 22-2 cm. 184 pages. Text 
figures. Tables. Chapter bibliographies. Index. 

This work is unlike other books on reinforced concrete design, most of which have 

been written primarily for engineers actually engaged on design work; its purpose is 

to give to students in the universities and technical colleges the facts upon which are 
based all methods of design in reinforced concrete. It will fill a gap between the litera- 
ture of practical design and that of the general theory of structures. Nine chapters deal 
with the manufacture and properties of concrete and with the bases of the conven- 
tional design of reinforced concrete structures. These are followed by useful chapters 
on plastic theories of design and the fundamentals of prestressed concrete. The 
author is Professor of Engineering in the University of St. Andrews. (620-137) 


STEELS IN MODERN INDUSTRY. General Editor: W. E. Benbow. 
Iliffe for ‘Iron and Steel’, 42s. 22-2 cm. $70 pages. Illustrations. Diagrams. References. 
Indexes. 

This collection of related critical reviews, written by twenty-nine specialists, provides 

a vast body of metallurgical knowledge in a compact form by means of which the 

practising engineer can survey the advances made in other fields of engineering and 

apply them to his own. Part 1 is a general introduction covering the principal types 
of steels and relating their properties and structure to composition and heat-treatment; 


154 











Part 2 deals with the properties and characteristics of steels under the operating con- 
ditions of stress, temperature and environment encountered in service; Part 3 deals with 
specific user aspects in the fields of structural, mechanical and electrical engineering; 
and Part 4 is devoted to some of the more important forms of surface treatment. To 
each article is appended a selected list of references. (620-17) 


—— Electrical 

PHOTOELECTRIC TUBES. A. Sommer. 2nd edition, revised. Methuen, 8s.6d. 
I7°I cm. 126 pages. 27 diagrams. Bibliography. Index. (Methuen’s Monographs on 
Physical Subjects) 

This revised edition of a work first published in 1946 as Photoelectric Cells is edited by 

B. L. Worsnop. It is a comprehensive treatment of the history, theory and application 

of photoelectric cells of the emission type as distinct from cells of the barrier-layer and 

photo-conducting types. It will be useful to the honours student and to research workers 

in related branches of science. The treatment is straightforward, and contains no 

difficult mathematical concepts. (621-342) 


TELEVISION’S STORY AND CHALLENGE. Derek Horton. Harrap, 
12s.6d. 19 cm. 183 pages. 20 plates. 22 figures (including 2 maps). Index. 
The author has covered the origin and development of television and has given a 
non-technical description of its operation in the form of a story. He explains the dif- 
ferences in the systems adopted by various countries and gives also a short appendix 
containing a few hints on the installation and running of television receivers. The book 
is well written and has a comprehensive index; it should be understood by anyone 
who has an interest in the subject, and will not demand from him any initial technical 
knowledge. (621-388) 


—— Naval 
SAILING BARGES. Frank G. G. Carr. Revised edition. Peter Davies, 30s. 
22-2 cm. 366 pages. Coloured frontispiece. 67 plates. 33 diagrams and illustrations. 
Tailpieces from drawings by W. L. Wyllie. Index. 
In 1796 there were 2,596 barges on the Thames alone, in 1949 there were 112, and in 
March 1951 no more than seventy. No new barge has been built since 1928, and it seems 
that this unique craft must soon disappear altogether. The Thames barge is at once the 
most sea-worthy and most manceuvrable of these craft—Thames barges of about eighty 
tons, built for work in the shallow estuary, have sailed unaccompanied to Finland 
and to South America and back. Mr. Carr, who is Director of the National Maritime 
Museum, has written the barge a worthy memorial which will delight the historian, 
the naval architect, and even the philologist. But it is also a warm and friendly book, 
full of good and amusing stories—a book from the sea and not the museum. It was 
first published in 1931. (623-822) 


RADIO DIRECTION-FINDING AND NAVIGATION AIDS. Some 
Reports on German Work issued in 1944-45. Department of Scientific and Indus- 
trial Research. H.M. Stationery Office, 3s.6d. 24-4 cm. 96 pages. Plates. Tables. 
Diagrams. Paper bound. (Radio Research Special Report, No. 21) 

A collection of nine papers translated from the original German reports captured at 

the close of the war, forming part of the proceedings of an official German conference 

on radio navigational aids held at Landsberg in March 1944. The Radio Research 

Board produced the papers in this form as they would probably not otherwise have 

been published; they should prove useful, particularly to research engineers. (623-893) 
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——- Structural 


STRUCTURAL THEORY AND DESIGN. Vol. IL J. McHardy Young. 
Crosby Lockwood, 25s. 25-4 cm. 321 pages. Diagrams. Bibliography. Indexes. 
The second volume of this work deals with more advanced theory and design for the 
student who intends to specialize in structures and for the practising engineer. The book 
meets the need for a treatment which not only shows how first principles can be 
applied to practical problems but also shows no reluctance to using throughout 
rigorous methods of analysis. Numerous practical mathematical examples and a 
bibliography enhance the value of the book, particularly for students specializing in 
this branch of engineering. (624) 


FOUNDATIONS, FOR HOUSES AND OTHER SMALL 
STRUCTURES. William Henry Elgar. Architectural Press, 12s.6d. 22-2 cm. 
92 pages. $1 illustrations. Bibliography. Index. 

The author, a civil engineer, has drawn on wide experience as a consultant to present, 

in a form suitable for the student of architecture, an explanation of the nature of many 

problems encountered in the construction of foundations on unstable soils, and to 
indicate ways of solving them. The book gives a brief survey of the general effects of 
loading on soils, discusses the physical propertics of many different types of soils, and 
deals simply with the design of adequate foundations. A final chapter briefly describes 
foundation materials and methods of excavating, timbering, pumping, underpinning 
and shoring. (624°15) 


Agriculture 


HOSIER’S FARMING SYSTEM. A. J. Hosier and F. H. Hosier. Crosby 
Lockwood, 21s. 22-2 cm. 256 pages. 60 illustrations. Endpaper map. Index. 
One of Britain’s leading practical agriculturalists, A. J. Hosier, whose many inventions 
in the field of farm machinery are well known, here relates his experiences in building 
up the small family farming interests to an agricultural estate of 11,000 acres. The 
reader is given full details of various systems for which the author is now famous— 
bail milking, green crop preservation, land reclamation, etc.—together with a shrewd 
commentary on the economics of British agriculture during the past fifty years. The 
Hosier farming has been highly successful because, firstly, economic trends and changes 
have been anticipated by several years and plans made accordingly, and, secondly, 
costs of production have been kept lower than on the average farm. There are good 
lessons here for primary producers in all parts of the world. (630-942) 


Forestry 


ESTATE FORESTRY. Sir William Ling Taylor. Crosby Lockwood, 15s. 22-2 cm. 
212 pages. 12 photographs. Select bibliography. Index. 
The aim of this book, by the one-time Director-General of the Forestry Commission, 
is to reassure and inspirit the owners of private woodlands. In Britain they need reas- 
surance, since they will contribute some two-fifths to the ultimate forestry plan for 
the country, and much of their ground is now devastated. The book explains how this 
problem is being tackled in Britain, what is the general long-term plan, what legis- 
lation has been passed, what are the details of dedication schemes and grants, and 
generally how the private owner is to be encouraged to play his part in a sound affores- 
tation policy instead of using his woodlands, as many did in the last century, merely as 
a container for game. All details of practical forestry practice for the private estate 
are reviewed. (634-925) 
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Horticulture 
THE GARDENER’S TREASURY OF POPULAR PLANTS AND 
THEIR CULTIVATION. A.J. Macself. 3rd, revised, edition. Collingridge, 25s. 
25°4 cm. 278 pages. Many illustrations. 
First published in 1935, this is a popular work of reference. The author, holder of the 
coveted Victoria Medal of Horticulture, has made a selection of the more popular 
flowers, fruit and vegetables which can be grown in Britain and listed them alpha- 
betically, each entry consisting of a description of the plant, including the qualities and 
characteristics of the main species, followed by practical and concise instructions for 
its cultivation, and notes on the appropriate method of propagation. Writing pri- 
marily for amateurs, Mr. Macself avoids the more highly technical terms, but the 
information and advice he gives are based on the latest findings of the horticulturalists 
and professional growers to whose researches gardeners everywhere owe so much. 
The photographs are excellent. (635) 


UNCOMMON VEGETABLES AND FRUITS: How to Grow and How 
to Cook. Eleanour Sinclair Rohde. Reissue. Country Life, 8s.6d. 19 cm. 102 pages. 
28 illustrations. 

This book, first published in 1943, will be best appreciated wherever there is a partner- 

ship between a gardencr willing to experiment with unusual crops and a cook whose 

pleasure it is to cater for epicures. The vegetables (there are only two fruits) are those 
which are at present uncommon in Britain—for example, the blue coco bean, cala- 
brese, the South African marrow, the currant tomato and many more—but which 
can be casily cultivated if the author’s clear and practical instructions are followed. 

Notes on how and when to harvest each plant, and a selection of tried recipes are also 

included, and there are photographs of some of the individual varietics recommended 


by the author. (635) 


IN YOUR GARDEN. V. Sackville-West. Michael Joseph, 15s. 20-9 cm. 238 pages. 
8 illustrations. 


Miss Sackville-West has made a selection from among the 400-word articles which 
she contributes cach week under this title to the Sunday newspaper the Observer, and 
included several essays from Some Flowers, first published in 1937 ang long out of 
print, and an account of Hidcote Manor, reprinted from the Journal of the Royal Horti- 
cultural Society. The author’s special pleasure is in rare, unusual or perhaps half-forgotten 
flowers and while her imaginative writing will delight all readers, gardeners among 
them will in addition find this book a mine of information and practical advice on 
which plants to choose, where and when to obtain them and how to grow them. (635) 


THE WATER GARDEN. H.L. V. Fletcher. Lehmann, 18s. 22-2 cm. 190 pages. 
27 plates (4 in colour). 7 diagrams. Bibliography. Index. 
Most gardeners dream of possessing a water garden, and many will be persuaded by 
this essentially practical book to try their hand at creating one. Detailed instructions 
are given for the exploitation of formal and informal pools and for the cultivation 
of bog gardens. A special section is devoted to the Nymphaea, and there are descriptive 
lists, useful to amateurs and professionals alike, of these and other plants and trees 
appropriate to this type of garden. Superb photographs of individual plants and of 
some famous water gardens enhance the reader’s enjoyment of this most valuable 
book. (635-9) 
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THE DAFFODIL. Its History, Varieties and Cultivation. J. M. Jefferson-Brown. 
Faber, 258. 22:2 cm. 264 pages. 6 colour plates. 32 half-tone plates. Maps and 
diagrams. Bibliography. Index. 

This book embraces very competently all the necessary practical topics concerning 

daffodils for the horticulturalist—soils, fertilizers, general procedures of cultivation, 

exhibiting, production on a commercial scale and pests and diseases. There is also a 

much fuller discussion than usual in this type of book on the origin and relationships 

of the different species and varieties with careful descriptions (aided by some excellent 
illustrations) and appraisal of the characteristics of each from the grower’s point of 
view. A very brief summary is also given of recent cytogenetic work on some of the 
western Mediterranean wild groups, and the inferences on relationships and migration 
are most interesting. (635-932) 


HARDY CHRYSANTHEMUM CULTIVATION. N. Gerard Smith. 
Faber, 12s.6d. 20-9 cm. 136 pages. Coloured frontispiece. 29 illustrations. Index. 
The author begins with an impassioned plea for organic soil cultivation, which means 
the use of carefully fermented compost as a growing layer placed over any soil and 
never dug in; above all it means the stern avoidance of any artificial fertilizer. After 
this—and certainly many readers will have been persuaded to expose themselves to 
conviction by practice—comes all the needful knowledge and tips on how to choose, 
propagate and generally manage chrysanthemums, whether for exhibition, decora- 
tion or pure pleasure. All this is told in a happily straightforward style by an author 
whose enthusiasm has always been great enough to do without technical aids. (635-932) 


Cookery 
COOKING FOR THE SICK AND CONVALESCENT. A Textbook 
of Dietetics. Nell Heaton and V. H. Mottram. Faber, 27s.6d. 22-2 cm. 432 pages. 
Index. 
The partnership between Nell Heaton, expert cook, and Professor V. H. Mottram, 
late Professor of Physiology in the University of London, specializing in nutrition and 
dietetics, has produced an authoritative work which will be of value both to the 
medical world and to all those charged with the care of invalids in their own homes. 
Chapters on practical dietetics covering such subjects as the digestive system, the rela- 
tive values of different foods and the effect on these of various methods of cooking 
are followed by sections devoted to individual diseases, their causes, symptoms and 
dietary treatment. The admirably clear recipes which will enable these treatments 
to be carried out are grouped according to the main types of food, e.g. dairy products, 
meat, vegetables, etc., each section having its own index in addition to the general 
index to the book as a whole. (641-56) 


JEWISH COOKERY: in accordance with the Jewish Dietary Laws. Leah W. 
Leonard. André Deutsch, 18s. 22-2 cm. $10 pages. Index. 
The author of this encyclopaedic American work claims to have tested and proved 
in the light of modern techniques all the innumerable recipes it contains. These cover 
every aspect of traditional Jewish cookery, and include recipes for Jewish dishes from 
Israel and many other countries. Besides the recipes themselves a good deal of culinary 
advice is offered, and much information about food for special occasions (a whole 
chapter, for instance, is devoted to the Passover), and about Jewish food customs 
generally. (641-59) 
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Publishing and Bookselling 


BOOKS ARE ESSENTIAL. Sir Norman Birkett and others. André Deutsch, 
7s.6d. 19 cm. 96 pages. 


Six experts sum up very pithily the chief problems of the British book-world today. 
The Rt. Hon. Sir Norman Birkett writes on Books and the General Reader. J. L. 
Hodson on The Author’s Predicament, Michael Joseph on The Price of Books, 
W. A. Munford on The Service of Public Libraries, Cadness Page on High Costs 
and the Commercial Libraries, and Hubert Wilson on The Bookseller’s Problems. 
This is the first book issued by a new publishing firm. (655°5) 


Wine 

WINES OF THE WORLD. Second Series. Edited by André Simon. Newman 
Neame for the Wine and Food Society, 25s. the set of 8 volumes (in slip case), or 3s. 
each volume. 16-3 cm. 16 pages each. Maps. 

Eight slim, bound booklets, in an attractive, gay case contain distilled connoisseurship 

in Brandy and the wines of the Rhéne, the Loire, Italy, Madeira, Switzerland, Cali- 

fornia and Yugoslavia. They are wholly admirable, both in content and manner, and 

the collection can be confidently recommended to anyone interested in wine. They 

supply everything necessary for its appreciation—short of a palate, which the reader 

can only acquire for himself. (663-2) 


Plastics 


PLASTICS PROGRESS. Papers and Discussions at the British Plastics Conven- 
tion, 1951. Edited by Phillip Morgan. Iliffe for ‘British Plastics’, sos. 30°5 cm. 
318 pages. Illustrations. Tables. Diagrams. 

These papers cover the field of plastics from the point of view of plastics producers, 

fabricators, and consumers, and if this volume did nothing more than point the way 

to the needs for future research, it would have served a useful purpose. As a record 
of existing achievement there is something to interest all who are concerned with 

plastics. (668-4) 


A GUIDE TO PLASTICS. C. A. Redfarn. Iliffe for ‘British Plastics’, 7s.6d. 
22°2 cm. 112 pages. 19 line-drawings. 13 colour charts. Bibliography. Index. 
The scope of this short introductory guide is quite surprising; it gives a quick answer 
to most lay questions on the nomenclature, manufacture, fabrication and properties 
of plastics. In avoiding formulae the author underestimates the ability of many of the 
non-specialist readers for whom the book is intended; those with a smattering of 
chemistry and a familiarity with constructional toys can grasp structural formulae 
more easily than polysyllabic names, and the value of the admirable flow charts would 
have been enhanced by the use of them. (668-4) 


SYNTHETIC RESINS AND ALLIED PLASTICS. Edited by R. S. 
Morrell. 3rd edition by H. M. Langton. Oxford University Press, 50s. 22°2 cm. 
764 pages. 35 illustrations and diagrams. Bibliography. Index. 

There have been many developments in the field of synthetic resins and plastics since 

the late Dr. Morrell prepared the second edition of this book in 1943. The editor, 

with the aid of a team of specialist contributors, has done much to bring up to date 
what has now become a standard work of reference. In a book of some seven hundred 
pages it is, of course, impossible to deal fully with every detailed aspect of synthetic 
resin technology, but full documentation makes it easy to study such detail by reference 
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to the original literature. The work presents what is wanted: a broad background to 
the industry, its chemistry, physics and technology. (668-42) 
Textile Manufactures 
TEXTILE LABORATORY MANUAL. Walter Garner. 2nd, revised, 
edition. National Trade Press, 30s. 22-2 cm. $84 pages. 130 text figures. 7 tables. 
References. Index. 
This enlarged second edition varies in its revision from the correction of typographical 
errors to the introduction of new matter, sometimes on a considerable scale as in the 
chapter on detergents and wetting agents, which is almost doubled in length. Other 
topics which have received particular attention are the identification of fibres, the 
analysis of fibre mixtures, the man-made (synthetic) fibres, the properties of fabrics, 
synthetic resins and other finishing agents, and the fastness of dyes. A useful manual 
for the textile laboratory. (677) 


Horology 
OLD CLOCKS FOR MODERN USE. With a Guide to Their Mechanism. 
Edward Wenham. Bell, 21s. 22-2 cm. Frontispiece drawing. 26 photographs. 
70 line-drawings in text. Bibliography. Index. 
Written both for the collector and for those whose hobby is mending old clocks, 
this book is full of compactly arranged information. A section on primitive time- 
tellers (sundials, hour-glasses, etc.) is followed by chapters on bracket, table and long- 
case (‘grandfather’) clocks, in which technical details of the various mechanisms used 
are neatly balanced with an account of the evolution of design and external decora- 
tion. There is information on modern reproductions of early clocks and a short history 
of the Freeman Clockmakers of England; as well as a list of British clockmakers and 
of contemporary firms dealing in old clocks (arranged by localities). (681-1) 


ARTS AND RECREATION 


NEW KINGDOM ART IN ANCIENT EGYPT DURING THE 
EIGHTEENTH DYNASTY 1590 TO 1315 B.C. Cyril Aldred. 
Tiranti, 15s. 19 cm. 104 pages. 174 plates. Notes to the plates. Map. Bibliography. 
(Chapters in Art). 

With this book (a double volume in the series) Mr. Aldred completes his survey of 

ancient Egyptian art begun in the companion studies on Old Kingdom and Middle 

Kingdom Art. Excluding architecture he covers relief and figure sculpture, tomb 

paintings and small objects of luxury in his lucidly written survey which examines 

in some detail the artistic repercussions of the Amarna revolutionary period introduced 
by Akhenaten. The plates, as usual in this excellent series, are numerous, well-chosen 

and carefully catalogued for the student. (709-01) 


City Planning 

TOWN AND COUNTRY PLANNING. Clough Williams-Ellis. Longmans 
for The British Council, 2s.6d. 20-3 cm. 48 pages. 46 illustrations. Plan. Paper bound. 
(The Arts in Britain) 

Related here is the history of man’s attempts to plan his physical enviroment. The 

author, well known as architect and planning expert, recounts, in his characteris- 

tically racy style, the glories and vicissitudes of the past, the final chaos of nineteenth- 

century opportunism, and the sluggish emergence today of a more general desire to 

house the entire population adequately. The book is appropriately illustrated, mainly 

with photographs. (711) 
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Drawing 
THE ILLUSTRATION OF BOOKS. David Bland. Faber, 10s.6d. 20-9 cm. 
160 pages. Coloured frontispiece. 45 illustrations. Bibliography. Index. 

This text-book covers the history of English book-illustration (with references to the 
art in other countries) from early medieval manuscripts to the present day. Written 
mainly for students, it is in two parts, the first dealing with the history of illustration, 
the second with processes and their practical application. The information is admirably 
presented in compactly written chapters, the distinction between the illustration and 
the decoration of books, which is not always made by writers on the subject, being 
stressed on the first page. Mr. Bland, who has had much experience in preparing 
illustrated books for publication, has written a most useful manual in which both text 
and illustrations carry their message with maximum effect. (741-64) 


MICHELANGELO DRAWINGS. Ludwig Goldscheider. Phaidon Press, 42s. 
31 cm. 200 pages. Coloured frontispiece. 210 plates. 18 illustrations in text. Biblio- 
graphy. Index. 

With this volume Dr. Goldscheider completes his trilogy on Michelangelo’s artistic 

works—sculptures, painting, and drawings, to each of which the Phaidon Press has 

devoted a separate publication. One hundred and thirty-one drawings have been 
selected for reproduction from the surviving corpus. They are exhaustively catalogued, 
and in two excursuses Dr. Goldscheider examines Michelangelo's technique and the 
critical processes by which his drawings may be distinguished from those of his pupils 
and successors. The book is planned on the same lines as the two previous volumes, 
providing the serious student and non-specialist art lover with an indispensable source 
book for the graphic work of one of the greatest Renaissance artists. (741-945) 


Painting 
FRENCH, FLEMISH AND BRITISH ART. Roger Fry. Chatto & Windus, 
1$s. 22°2 cm. 227 pages. 72 illustrations. Index of artists. 

This volume collects together the lectures which were given at the time of the Burling- 
ton House, London, exhibitions of French, Flemish and British art, and published 
under the titles Characteristics of French Art (1932), Flemish Art (1927) and Reflections 
on British Painting (1943). Fry (1866-1934) was one of the most discerning art critics 
of his time, and these lectures contain some of the most sensitive criticism of the 
immediate past, and are also of value in helping us to look at and appreciate fine 
painting. Fry’s critical methods in art criticism differ considerably from the historical 
approach common today, but he can discuss a painter’s work (e.g. Chardin or Con- 
stable) with a sympathy and understanding expressed in fluent, non-complex prose, 
which is most rewarding to the reader. (759) 


THE ART OF WYNDHAM LEWIS. Edited by Charles Handley-Read, with 
a critical evaluation by Eric Newton. Faber, 42s. 28 cm. 109 pages. $2 plates (4 in 
colour). Notes on the plates. Index. 

The first book to be devoted exclusively to the pictorial and graphic work of Wynd- 

ham Lewis (b. 1884). In the intellectual life of the present century Wyndham Lewis 

has played an important, if at times solitary, role; he originated the *Vorticist’ art 
movement in 1914 and is the author of a long list of books, mainly polemical, in 
which satire, biography and comment on the contemporary scene are provocatively 
combined. The present work contains important studies by Mr. Handley-Read, who 
has made a close study of Wyndham Lewis’s paintings with the co-operation and 
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approval of the artist; his essay on Detail in the Style of Wyndham Lewis discusses 
the painter’s work at close range with a thoroughness not usually applied to contem- 
porary artists. The notes on the plates are full and detailed, and the chronological 
outline gives a co-ordinated survey of Wyndham Lewis's paintings, writings, and 
exhibitions. (759°2) 


Photography 
MODERN CONTROL IN PHOTOGRAPHY. Edited by John Erith. 
Fountain Press, 27s.6d. 23-4 cm. 216 pages. Photographs. Illustrations in text. Index. 
The editor, himself a well-known pictorial photographer, has produced this book to 
show how, by careful planning before exposure, handwork on negatives and prints 
can be minimized. Each of the eight sections on pictorial, portrait, commercial, 
advertising, theatre, colour and fashion photography and darkroom technique is 
written by a specialist, who describes the problems in his ficld, the choice of materials, 
composition, lighting, etc., and his retouching technique. The sections are clearly 
written and well-illustrated and the writer’s personal approach adds interest to the 
subject-matter. There is, however, some duplication of material, a common fault in 
a composite work of this kind. (770) 


PEARLMAN ON PRINT QUALITY. Alec Pearlman. Fountain Press, 12s.6d. 
19°3 cm. 116 pages. 24 photographs. 11 figures. 
Mr. Pearlman looks at the whole process of print production under a microscope, 
starting with some discussion of the care of the camera and of the technical factors 
affecting the production of good negatives. He then deals with the various dark-room 
processes right through to the mounting of the print. He writes for those who have 
already attained a high standard in their work, to whom this concentrated refresher 
course should prove valuable. (770-2) 


CINE-PHOTOGRAPHY FOR AMATEURS. J. H. Reyner. 4th edition. 
Chapman & Hall, 22s.6d. 22-2 cm. 175 pages. Illustrations. Diagrams. Index. 
This fourth edition of a book first published in 1931 has been revised and brought up 
to date. It is addressed to the amateur who has taken up cinematography without 
previous experience of photography. Simple elementary instruction is given on lenses, 
the factors to be considered to achieve correct exposure, lighting, the nature of colour, 
and the use of ortho and pan film, together with some notes on the various types of 
colour film and dark-room technique. The chapters on planning a film, taking good 
shots, and the advice on projection, editing and titling are good. The diagrams and 
plans are well chosen. (778°) 


FERTILE IMAGE. Paul Nash. Edited by Margaret Nash. Introduction by James 
Laver. Faber, 30s. 25-9 cm. 28 pages. Frontispiece. 64 photographs. Notes on the 
photographs. 

This unusual *picture-book’ consists of sixty-four reproductions of photographs taken 

by the late Paul Nash (1889-1946) for use in his paintings. The artist was interested in the 

pattern, texture and ‘personality’ of natural objects seen from unusual angles or in 
unexpected juxtaposition. Gnarled tree-trunks, gleaming rocks on the sea-shore, 
startling plant forms and the transitory effects of wind and sun on vegetation are the 
main themes of these remarkable, often beautiful, photographs which helped to pro- 
vide Nash with his ‘fertile image’. This pictorial anthology is also a stimulating revela- 
tion of the diversity and strangeness of natural objects, which are often taken for 
granted and never really ‘seen’. (778-9) 
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Music 

THE CONCERTGOER’S HANDBOOK. Hubert Foss. Pocket Book 
edition by arrangement with the Sylvan Press, distributed by The News of the World, 
2s.6d. 16-3 cm. 317 pages. Bibliography. Paper bound. 

When this book first appeared in 1946 it was welcomed as useful and readable for the 

lover of music who wished to be enlightened on all things pertaining to the Muse 

beyond his unprofessional comprehension. It now appears in a new format, small 

enough to go into the pocket. It contains a great deal of information set out in alpha- 

betical order, musical terminology and analysis, miniature biographical studies and a 

valuable appendix giving a list of important British books about music. (780-3) 


TO BE A PROFESSIONAL MUSICIAN. Charles Proctor. Methuen, 
10s.6d. 19 cm. 192 pages. Bibliography. Index. 
This book is crammed full of every kind of schoolmasterly advice useful to the 
musical fledgling who wishes to embark on a musical career, with sundry warnings 
of the many pitfalls therein. Its eight chapters examine the various branches with care, 
and its ten appendices include a miniature “Who’s who’ of all the important schools 
of music and universities in Britain, equipped with details of the syllabus of the various 
degrees and diplomas in music which can be obtained. (780-7) 


STUDIES IN MEDIEVAL AND RENAISSANCE MUSIC. Manfred 
F. Bukofzer. Dent, 42s. 23-5 cm. 324 pages. 7 plates. Musical examples. List of 
manuscripts. Index. 

This is an invaluable work, by the Professor of Music, California University, for the 

professional musicologist and scholar; it is brilliantly written and displays penetrating 

research into the (little known) treasures of the period. The seven studies centre upon 

a few general ideas prevalent in late Renaissance music. Four are concerned with early 

English music: two fourteenth-century motets on St. Edmund; the music of the Old 

Hall Manuscript, the largest manuscript of English music in the early fifteenth century 

and the first to acquaint us with the names of numerous English composers; the Mass 

fragments recently discovered at Fountains Abbey, Yorkshire; and Holy Week music 
and carols at Meaux Abbey, Yorkshire, c. 1450. The last three studies discuss the be- 
ginnings of choral polyphony, basse dance music and the Masses based on the word 

“Caput’. The numerous musical examples (for the most part hitherto unpublished) 

include some complete compositions. (780-94) 


The Circus 


A SEAT AT THE CIRCUS. Anthony Hippisley Coxe. Illustrations by John 
Skeaping. Evans Bros., 15s. 22-2 cm. 252 pages. Frontispiece. 57 drawings in text. 
Bibliography. Glossary. Index. 

The purpose of this book is to impart knowledge of circus acts and thus increase the 

spectators’ enjoyment. The author has travelled with Bertram Mills’s circus, trained 

and worked his own act, and studied his subject across Europe, and he describes all 
the items which tradition demands in the ring, from overture to finale. He stresses 


throughout the basic principle of the circus, its ‘actuality’, as opposed to the unreality 
of the theatre. (791-3) 
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The Theatre 


DRAMA, ITS COSTUME AND DECOR. James Laver. Studio, 30s. 
25°4 cm. 274 pages. 217 illustrations. Bibliography. Index. 
The illustrations alone would justify this book. Admirably chosen and reproduced, 
some for the first time, they have been taken largely from the great collection of 
theatrical material over which Mr. Laver presides as Keeper of the Department of 
Engravings, Illustrations and Design in the Victoria and Albert Museum, London. 
After a chapter ‘Towards a Theory of the Theatre’, which moves from magic and 
prehistoric ritual to psycho-analysis and propaganda, Mr. Laver follows the develop- 
ment of theatrical art and method from ancient Greece and Rome, medieval and 
modern Italy, France and England to the present day, maintaining skilfully through 
a mass of detail the main outlines of this great panorama. (792) 


THE YEAR’S WORK IN THE THEATRE, 1950-1951. Edited byJ.C. 
Trewin. Longmans for The British Council, 5s. 23-4 cm. 72 pages. 13 plates (5 in 
colour). Bibliography. List of plays. Index. Paper bound. 

The third issue of this annual handbook to the drama in Britain covers the period 

between 1 June 1950 and 31 March 1951. An appreciation of James Bridie, the 

eminent Scottish dramatist who died in 1951, is contributed by Ivor Brown, while 
another critic, W. A. Darlington, writes on the bicentenary of Richard Brinsley 

Sheridan. The plates include costume and scene designs and photographs of some 

outstanding performances. The appendices list books and productions of the period, 

and the principal dramatic works of James Bridie. (792-0942) 


Ballet 


LIFAR ON CLASSICAL BALLET. Serge Lifar. Translated from the French 
by D. M. Dinwiddie. Introduction by Arnold L. Haskell. Wingate, 21s. 22 cm. 
216 pages of text. 36 pages of photographs. 91 drawings by Monique Lancelot. 

Lifar, Diaghilev’s last star, was trained in the Russian school of academic dance that 

claims to unite and surpass the grace of the French and the virtuosity of the Italian. 

He has here set down, emphasized by most spirited drawings, a primer for dancers 

and audiences alike of the technique—inherited and initiated—that he has systematized 

during his years at the Paris Opéra as premier danseur, choreographer and ballet-master. 

The plates include full-stage photographs of his major choreographic works and Lifar 

himself in a number of his most successful roles. Haskell’s introduction draws a most 

temperate and sympathetic portrait of an artist who has always been something of 

a storm centre. (792-8) 


Stage Production: Opera 
OPERA PRODUCTION FOR AMATEURS. Harold Smethurst. Turnstile 
Press, 8s.6d. 19 cm. 157 pages. 34 diagrams. 
This small book, unpretentious and planned with the novice in view, breaks com- 
pletely new ground, for hitherto there has been no handbook on the subject available. 
School and amateur operatic societies will find the instructions on rehearsing the 
chorus and principals useful and clear. The author gives a survey of material available 
and more detailed guidance for the production of some representative contrasted 
operas. (792-92) 
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Moving Picture Production 
SHOTS IN THE DARK. A Collection of Reviewers’ Opinions of some Leading 
Films released between January, 1949, and February, 1951. Edited by Edgar Anstey, 
Roger Manvell, Ernest Lindgren, and Paul Rotha, assisted by Gitta Blumenthal, for 
the British branch of the International Federation of Film Critics. Wingate, 13s.6d. 
20°3 cm. 268 pages. 15 illustrations. 
The idea of this book, the editors of which are all established writers on the subject 
of film, was originally conceived in the belief that ‘it would be a valuable service both 
to criticism and to international understanding if the film critics of each country 
could have some knowledge of the film criticism which was written in other countries’. 
It was for this reason, therefore, that this initial collection was compiled and it should 
prove of much general interest, representing as it doés the work of over twenty leading 
British film critics on fifty varied films of the period. Line-drawings are contributed 
by Richard Winnington. (792°93) 


Sports and Games 

SPORTS REVIEW. Louis T. Stanley. Macdonald, 10s.6d. 22-2 cm. 191 pages 
29 plates. Tables. 

A well-known sports writer and commentator reviews the great events of the sport- 

ing year, September 1950 to August 1951, month by month. Almost every outdoor 

and indoor sport carried on in Britain or in which British sportsmen took part is 

comprehensively and factually surveyed. (796) 


OXFORD v. CAMBRIDGE. The Story of the University Rugby Match. 
Howard Marshall and J. P. Jordan. Clerke & Cockeran, 16s. 22-2 cm. 256 pages. 
The annual rugby football match between teams representing Oxford and Cambridge 
Universities was first played in 1872. This book deals comprehensively with all the 
matches to the present time when the contest is played out at the famous Twickenham 
ground. The authors, well-known sporting journalists, discuss the games and per- 
sonalities in detail, showing how tactics of the game have changed and developed 
during the years and the effect the games have had on rugby football throughout the 
country. The appendices give lists of the match results and of the names of all the 
“Blues’ who have taken part in the games. (796-33) 


YACHTING WORLD ANNUAL 1951-1952. Iliffe for ‘The Yachting 
World’, 30s. 28-5 cm. 184 pages. 109 photographs. 151 diagrams and plans. Yacht 
index. 

Incorporating The Yachtsman’s Annual, this first number provides a complete and 

permanent record of the scason’s yachting activities in Britain, with a list of winners 

of principal races since they were initiated. Opening with a report of the Yacht Racing 

Association, it includes a summary of the year’s work of the leading designers, with 

comprehensive plans and well-produced illustrations of the more important new 

yachts. Accounts are given of the ocean and passage races and of the principal Yacht 

Racing Association classes, as well as a cross-cut of regatta and club racing. (797-14) 


THE TURF OF OLD. Denzil Batchelor. Witherby, 15s. 22-2 cm. 216 pages. 
9 plates. Drawings in text. Index. 


This book deals with the earlier days of horse racing in Britain from the reign of 
Charles II to the end of the nineteenth century. It includes anecdotes of the outstand- 
ing personalities connected with the sport, stories of famous ‘matches’ and amazing 
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gambles and of the great horses which have run on the various courses and the famous 
owners and jockeys who have been associated with them. (798-4) 


BRITISH RACECOURSES. B. W. R. Curling. Witherby, 27s.6d. 28-5 cm. 
160 pages. 11 colour plates. Bibliography. 
Horse racing has a great appeal in Great Britain and there are nearly one hundred 
racecourses regularly used for this sport. The author has not attempted an exhaustive 
history of all of them but has taken twelve of the principal courses in England, includ- 
ing such world-famous courses as Ascot, Epsom, Goodwood and Newmarket. He 
tells the story of their early days, of the men who have taken a large part in making 
them famous and of some of the great horses which have run on them. The book is 
beautifully illustrated with reproductions of water-colour paintings by Lionel Edwards, 
and is a notable addition to the literature of horse racing in Britain. (798-4) 


LITERATURE 

Collections 

MODERN SHORT PLAYS. Selected and edited by Leslie Rees. Angus & 

Robertson (Sydney, Australia and London), 11s.6d. 18-8 cm. 276 pages. Notes. 

In an attempt to present ‘a cross-section of drama-in-little’ from about 1890 onward, 
this small collection has been compiled. One-act plays by Yeats and Synge represent 
the Irish theatre, and Chekhov’s Proposal and Maeterlinck’s Interior the European. 
J. O. Francis, Eden Phillpotts, Laurence Housman, J. A. Ferguson are included. 
O’Neill’s Ile and Corwin’s radio play, The Odyssey of Runyon Jones, show American 
trends; while the remaining three compositions, two of them radio scripts, are by 
Australians, Louis Esson, Edmund Barclay and Gwen Meredith. The compiler is 
Federal Drama Editor of the Australian Broadcasting Commission. (808-82) 


American Literature 
THE SPIRIT ABOVE THE DUST. Ronald Mason. Lehmann, 18s. 22-2. cm. 
269 pages. Portrait frontispiece. Bibliography. Index. 

In his own lifetime Herman Melville (1819-91) failed to repeat the success of his early 
adventurous idylls of the Pacific, Typee and Omoo, and he died a neglected writer. 
Even the recognition of Moby Dick as one of the great classics of American literature 
has come about only in the last few decades, and some of Melville’s most ambitious 
work is still almost unknown in Britain. This is the first full-length study written by 
an English critic. Mr. Mason traces in the poetic richness of Melville’s language and 
the profound moral conflicts of his themes qualities of greatness which cannot be 
obscured by the awkwardness of his plots. The book is an admirable assessment of a 
novelist who continues to inspire more and more contemporary interest. (813-3) 


HENRY JAMES. F. W. Dupee. Methuen, 15s. 21-5 cm. 315 pages. Portrait 
frontispiece. (American Men of Letters) 
There have been so many recent studies of the art or philosophy or mystique of Henry 
James and so many analyses of specific novels that it has become increasingly difficult 
for the ordinary reader either to see his work in its totality or to approach it with any 
hope of enjoyment. In this admirably straightforward ‘study the author, skilfully 
combining biography with a critical account of James’s whole output, rightly assumes 
that James is a great dramatic storyteller who belongs to all intelligent readers and not 
to the few. The great merit of his unpretentious book, which admittedly leaves many 
psychological problems unsolved, lies in its stress on the fascinating quality of the 
novels themselves. (813-5) 
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English Literature 
ENGLISH STUDIES TODAY. Papers read at the International Conference 
of University Professors of English held in Magdalen College, Oxford, August 
1950. Edited by C. L. Wrenn and G. Bullough. Oxford University Press, 21s. 23 cm. 
210 pages. Index. 
These nineteen papers were read and discussed at the Conference by eminent scholars 
from many countries. Some of the topics reflect current events and preoccupations, 
political, literary and educational, for example: the present vital necessity for main- 
taining the classical tradition in European culture; the function of poetry in dramatic 
composition; the affinity between the technique of Donne and that of modern poets, 
and the problems confronting English teaching in universities in Britain and abroad, 
keeping in view modern demands and conditions. The linguistic section, though 
mainly for the scholar, outlines in one paper an investigation into northern English 
dialect which has a wider appeal. Indeed, many of these papers have as much to say 
to the general reader as to the specialist. (820-4) 


English Drama 
JOHN WEBSTER. A Critical Study. Clifford Leech. Hogarth Press, 6s. 19 cm. 
128 pages. Index. (Hogarth Lectures on Literature) 

After giving the few known facts of Webster’s life, an annotated list of his plays and 
a brief survey of their stage history to the present century, Mr. Leech discusses in 
detail the two poetic tragedies, The White Devil (1612) and The Duchess of Malfi 
(1623), by which the dramatist is remembered, and concludes with a critical study 
of ‘Webster as a Dramatic Poet’. This book was overdue, all the more because recent 
London productions have shown that the two plays, unequal as they are, have a dis- 
tinctive theatrical as well as poetic vitality. Mr. Leech (who is Senior Lecturer in 
English in Durham University) combines exact scholarship with a stimulating critical 
approach. (822-3) 


CHARACTER AND SOCIETY IN SHAKESPEARE. Arthur Sewell. 
Oxford University Press, 128.6d. 19°5 cm. 157 pages. Index. 
Professor Sewell’s thesis is that ‘Action and vision are determined within the play not 
primarily by psychological motivation, but by those conflicting moral addresses to 
the universe which go to fashion the presiding vision’—that Shakespeare’s main con- 
cern is with the moral effect of his characters on the society to which they belong and 
on the theatre audience. The thesis is skilfully presented, with special reference to the 
great tragedies and the ‘romances’. The book is partly based on lectures given during 
1949-50 in the University of Athens, in which the author is Byron Professor of English 
Literature. (822-3) 


LOVE’S LABOUR’S LOST. William Shakespeare. Edited by Richard David. 
Methuen, 15s. 22-2 cm. 248 pages. (Arden Shakespeare) 
This is the second volume in the new Arden Shakespeare, now being reissued under 
the general editorship of Professor Una Ellis-Fermor, and it is a complete revision, 
although it maintains the pattern which has made the ‘Arden’ so valuable to students 
for fifty years: a comprehensive introduction, and a modernized text with extensive 
footnotes which give first the textual variants and emendations and then elucidations 
of the text, including numerous related passages from Elizabethan literature. Mr. 
David has made thorough use of the most assured results of modern scholarship, and 
his lucid introduction deals fully with the text, date, sources and the complicated 
“topical context’ of the comedy. (822-3) 
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WHAT HAPPENS IN HAMLET. J. Dover Wilson. 3rd edition. Cambridge 
University Press, 25s. 22°2 cm. 379 pages. Notes. Indexes. 

The first edition, which derived from Dr. Dover Wilson’s editing of Hamlet in his 
New (Cambridge) Shakespeare, appeared in 1935, a brilliant, stimulating and very 
closely argued study of the plot, motivation and dramatic technique of the play. In 
the second edition (1937) the author replied briefly to criticisms in Granville Barker’s 
Preface to Hamlet (1937), and added a letter from Harold Child ‘On Some Recent 
Productions of Hamlet’. The further additions now made (with some minor re- 
visions) are a brief comment on Dr. Ernest Jones’s Hamlet and Oedipus (1949) and the 
long review of Don Salvador de Madariaga’s book On Hamlet (1948) which Dr. 
Dover Wilson contributed to The Modern Language Review. (822-3) 


THE LOVE OF FOUR COLONELS. A Play in Three Acts. Peter Ustinov. 
English Theatre Guild, 6s.6d. 17-5 cm. 80 pages. 4 photographs. Boards. (Cuild 
Library) 

The latest play by a young British actor and dramatist, which has met with well 

deserved success on the London stage. This original and topical piece is an amusing 

mixture of realism and pure fantasy. The opening scene is set in the office of an Allied 

Military Administration, but the action soon moves to a magic castle where each of 

the Colonels—English, American, French and Russian—enacts a charade with its 

occupant, a Sleeping Princess. In these, with connivance of a Good and Bad Fairy, 
each protagonist symbolizes a native attitude to love. The characterization is sure and 

the wit is keen. (822-91) 


English Fiction 
I. COMPTON-BURNETT. Pamela Hansford Johnson. Longmans for The 
British Council, 1s.6d. 21-5 cm. 44 pages. Portrait frontispiece. Bibliography. 
Paper bound. (Bibliographical Supplements to * British Book News’) 
In this critical appreciation of one of the most curious, original and yet strangely in- 
fluential contemporary British novelists, Miss Hansford Johnson examines the moral 
and stylistic qualities of those macabre stories of family life to which Miss Compton- 
Burnett has devoted her mordant talent. As well as discussing the twelve novels with 
illustrative detail, Miss Hansford Johnson discusses her author’s approach to character, 
her amorality, her dramatic presentation and her central gift of appalling candour. 
She adds a most interesting account of the critical reception of Miss Compton- 
Burnett’s work. (823-9) 


THE LIFE AND WORKS OF D. H. LAWRENCE. Harry T. Moore. 
Allen & Unwin, 25s. 22-2 cm. 400 pages. 21 illustrations. Endpaper map. Biblio- 
graphy. Index. 

An unusually objective and comprehensive survey by an American writer who has put 

into his book much original research. Mr. Moore secks to redress the comparative 

neglect of Lawrence’s carly years by previous biographers and subjects the early poems 
and novels to a careful scrutiny. The account of Lawrence’s work as a whole is the 
fullest yet written. In the appendices the portraits of Lawrence by various writers are 
discussed, the “Lawrence country’ (Nottinghamshire) is described; and the genesis of 

Sons and Lovers, in the light of one of the earlier manuscript versions, is investigated. 

(823-9) 
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English Essays 

THREE ELIZABETHAN PAMPHLETS. Edited by G. R. Hibbard. Harrap, 
10s.6d. 19 cm. 244 pages. Frontispiece. Notes. Bibliography. Glossary. (Life, Litera- 
ture and Thought Library) 

ENGLISH BIOGRAPHY IN THE SEVENTEENTH CENTURY. 
Selected Short Lives. Edited by Vivian de Sola Pinto. Harrap, 10s.6d. 19 cm. 
237 pages. Frontispiece. Notes. Chronological table. Bibliography. (Life, Literature 
and Thought Library) 

The first two volumes of a new series which aims at illustrating some of the chief 

developments in English civilization since the Middle Ages. The first volume contains 

Robert Greene’s account of the Elizabethan underworld, The Third and Last Part of 

Cony-Catching (1592), his friend Thomas Nashe’s Pierce Penilesse (1592), a satire of 

most things in the contemporary scene, and Thomas Dekker’s account of the plague 

in London, The Wonderful Year (1603). Professor Pinto’s volume gives, besides five 
extracts from Aubrey’s Bricf Lives (written between 1669 and 1696), two substantial 
biographies, Izaak Walton’s life of George Herbert and Gilbert Burnet’s Rochester. 

The introduction and notes in each case are helpful and scholarly. (824-3) (920) 


Italian Literature 
THE BLUE MONSTER (Il Mostro Turchino). A Fairy Play in Five Acts. 
Carlo Gozzi. Translated with an Introduction by Edward J. Dent. Cambridge Univer- 
sity Press, 8s.6d. 18-4 cm. 93 pages. Paper bound. 
The first play by Count Gozzi (1720-1806) to be translated directly from the Italian 
into English. In a scholarly introduction Professor Dent describes how Gozzi's plays 
emanated from the Commedia dell’ Arte, and gives an account of the Comedy of Masks, 
the masks themselves, and of Gozzi’s contemporary, Goldoni. He gives a detailed 
description of The Blue Monster (here much shortened and compressed for possible 
presentation before juvenile audiences) and valuable notes on production, The play 
is in verse and prose and contains, as in the original, some mask characters and parts 
left for improvisation. The setting is symbolical of ‘Venice in decrepitude’. (852-6) 


Greek Literature 
MUSIC AT BELMONT and Other Essays and Addresses. J. T. Sheppard. 
Hart-Davis, 15s. 20-9 cm. 192 pages. 

Few men of our time have done as much as Sir John Sheppard, the Provost of King’s 
College, Cambridge, to interpret Greck literature to those who have no Greek. His 
many admirers will be glad to have in this more permanent form some of the talks 
about classical subjects and classical influences on English literature which have given 
them delight. They will rejoice, too, that a wide public will now be able to share the 
companionship of a mind rich in culture and warm in humanity. “What Greek has 
given to us, it can give to others . . .We have been fortunate. We want to share our 
luck.’ In these words speaks a practitioner of that uso amoroso di sapienza which Sir 
John himself diagnoses as the true spirit of Athens. (880-4) 


Russian Literature 

THREE FAMOUS PLAYS. A Month in the Country, A Provincial Lady, A Poor 
Gentleman. Ivan Turgenev. Translated from the Russian by Constance Garnett. 
Introduction by David Garnett. New edition. Duckworth, 10s.6d. 19 cm. 247 pages. 
Portrait frontispiece. 

Turgenev (1818-83) was the most cosmopolitan of all the great Russian writers of his 

time, and, though more famous as a novelist than a dramatist, produced one master- 

piece for the stage, A Month in the Country. This five-act comedy is of interest as being 
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one of the first psychological dramas of the Russian theatre and was written largely 
from Turgenev’s own experience. The other two plays in this book (first published in 
1934) are slighter works, although A Provincial Lady has much verve as a farcical 
comedy. (891-72) 


HISTORY [AND GEOGRAPHY ] 

CIVITAS DEI. Lionel Curtis. Allen & Unwin, 30s. 21-4 cm. 830 pages. Index. 

An enlarged edition of The Commonwealth of God (1938), Civitas Dei is an attempt to 
discover the principles which should govern the shaping of the future, after an 
examination of how the present evolved from the past. It was originally published in 
three volumes, 1934-7. Books I and II summarized the story of the past from the 
Stone Age to 1936, Book III the principle on which the future should be shaped. In 
this one-volume edition the narrative has been brought up to 1949. In Book III, 
which has been shortened, the conclusion is reached that all public questions can be 
tested by one criterion, how far the measures proposed would tend to increase in men 
a sense of duty to one another. This survey, written from a Christian standpoint, is of 
great importance to students of politics and the philosophy of history. (900) 


MARIA THERESA and Other Studies. G. P. Gooch. Longmans, 25s. 22:2 cm. 
440 pages. 3 illustrations. Index. 
In two full-scale monographs, occupying a good half of the book, Dr. Gooch 
examines the personality of the great but somewhat pathetic figure of Maria Theresa, 
mainly through her correspondence with her two children, Joseph II and Marie 
Antoinette. While revealing much about the contemporary European scene and its 
political complications, Dr. Gooch is mainly concerned to bring out contrasts between 
three very different personalities. The remaining studies by this distinguished scholar 
have a common theme in the writing and teaching of history. They include formerly 
published essays on such subjects as modern historiography, the study of the French 
Revolution, the Cambridge chair of modern history, Lord Acton, Harold Temperley, 
historical novels, and our heritage of freedom. Many readers will be glad to have these 
essays in one attractive volume. (904) 


Voyages and Travels Description 
ETERNAL WAVE. John Scott Hughes. Temple Press, 15s. 22-2 cm. 1$1 pages. 
Frontispiece. 8 illustrations. Endpaper map. 

Based on the log-books and letters of the late Tom Dinwiddy, the author tells the 
story of some remarkable cruises made by the Eternal Wave, a small motor yacht con- 
verted from a lifeboat. The passages were mainly in Scandinavian waters, and include 
a 3,600-mile voyage to the north of the Gulf of Bothnia between Sweden and Finland. 
In three seasons the log covers no less than 15,400 miles and includes ports in fourteen 
countries. The writer adds many entertaining comments to the tale of these achieve- 
ments. (910-4) 


WORLD ATLAS. Edited by John Bartholomew. Dent, 25s. 20-3 cm. 427 pages. 
Index. (Everyman’s Encyclopaedia) 

This is Bartholomew’s Handy Reference Atlas, 15th edition, 1949, issued as a companion 

volume to Everyman's Encyclopaedia. Its main purpose, therefore, is to be an aid to 

location, and the maps are mainly of political units, with the boundaries emphasized 

by bands of colour. The format naturally necessitates the use of small scales; the 

African sections, for example, are on the scale of 1 inch to 190 miles approximately. 
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The index is obviously important in such works; in this instance it contains about 
30,000 names. Alterations in boundaries, and most changes in names, up to the date of 
the original publication, have been made. (912) 


THREE ROMANTIC COUNTRIES. Reminiscences of Travel in Dalmatia, 
Ireland and Portugal. Douglas Goldring. Macdonald, 15s. 22-2 cm. 270 pages. 
27 illustrations. Index. 

Dalmatia in 1912, Ireland circa 1917, and Portugal in 1934, are the subjects of Mr. 

Goldring’s essays in ‘escapism’. The dates are not of great significance, for his aim is to 

record his own personal enjoyment rather than the march of history. He has some good 

descriptions of the impressive Dalmatian coastline, and like many other visitors he 
succumbed to the charm of Georgian Dublin. His pleasant and unassuming book 
should encourage others to test his judgments for themselves. Whether ‘romantic’ 

is the correct epithet for the Ireland of 1917 must be a matter of opinion. (914) 


PORTRAIT OF IRELAND. Adolf Morath. Max Parrish, 30s. 24-5 cm. 
144 pages including 171 photographs. 
These excellent photographs illuminate the spirit of Ireland from many angles—the 
landscape, the life and architectural features of town and country, typical Irish charac- 
ters as well as famous men and women of Ireland. The photographic enthusiast will be 
interested in the technical data supplied for each of these outstanding compositions. 
(914:15) 
SHROPSHIRE. Jolin Piper and John Betjeman. Faber, 12s.6d. 23-3 cm. 68 pages. 
60 illustrations. Coloured map. Illustrated endpapers. Indexes. (Shell Guides) 
Many will remember the excellent Shell Guides published before the war, remarkable 
alike for the quality of their text, illustrations and production. This first post-war 
example in a new series appears in every way worthy of its predecessors. The general 
scheme of the volume, which is in the form of an ~ tentond gazetteer, is ‘to describe 
the colour, surroundings and buildings of every village in the county’—surely one of 
the most picturesque and least visited counties in England. John Piper and John 
Betjeman, both men of singular versatility, have often combined their talents before, 
but seldom to better advantage. The little book is crammed with information, well 
indexed, charming to look at and practical to use. (914-2) 


THE THAMES FROM MOUTH TO SOURCE. L.T.C. Rolkt. Mlustrated 
in colour from old water colours and aquatints, with notes on the artists and 
illustrations by Francis Maxwell. Batsford, 21s. 25-4 cm. 96 pages. 28 colour plates. 
Drawings in text. Map. Bibliography. Index. 

These attractively produced plates form a delightful record of the early nineteenth- 

century Thames-side scene. Five are reproductions of water-colours by G. S. Shepherd 

from the collection of the Ashmolean Museum, Oxford; the others are colour en- 
gravings by his contemporaries. Of the latter, S. Owen succeeds in catching the life 
and bustle of the estuary, and provides a pleasant contrast to the pastoral serenity of 
the upper reaches. Mr. Rolt, who knows the river intimately, contributes an easy and 
evocative commentary. (9142) 


JOURNEYS IN ENGLAND. An Anthology. Edited by Jack Simmons. 
Odhamis Press, 15s. 21-5 cm. 288 pages. 16 plates. 2 drawings in text. Index. 

Professor Simmons has made this anthology on the basis of literary merit—some 

fiction and verse being included—to entertain, not to instruct. Most of the well-known 

names are found among his authors. The anthologist’s main task, however, is to 
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uncover the lesser lights, and he has some entertaining surprises. ‘The majority of the 
extracts fall in the hundred years from 1760 to 1860, when the English people as a 
whole discovered their country. In a short introduction he gives an able summary of 
the history of travel in England. (9142) 


LONDON AND ITS ENVIRONS. A Handbook for Travellers. Karl 
Baedeker. 20th edition. Allen & Unwin, 15s. 16 cm. 320 pages. 10 maps and plans 
in colour. 80 small sketches. Index. 

Revised and brought up to date by E. F. Peeler, this new edition retains the familiar 

arrangement and the detailed comprehensiveness of these famous guide-books. It 

provides very fully for the traveller's needs in practical information about money, 
hotels, theatres, public transport, etc. and places worth visiting, with hours of opening, 
historical and architectural notes, etc. and on many other points; it is well printed and 

well bound, compact, flexible and pocketable. (914-21) 


LONDONERS. Maurice Gorham. Percival Marshall, 12s.6d. 22-2 cm. 166 pages. 
24 drawings by Edward Ardizzone. Index. 
Londoners is an impression of the city as its denizens see it, by two life-long Londoners. 
Against the background of the last fifty years they illuminate the changes wrought 
by war, fashion, building and festival, and present the Londoners of today, working in 
shop or office, queueing, watching the fountains in Trafalgar Square or waiting outside 
Buckingham Palace for a fleeting glimpse of royalty. Text and illustrations are very 
well matched. (914:21) 


THE BOOKMAN’S LONDON. Frank Swinnerton. Wingate, 15s. 22-2 cm. 
171 pages. $4 illustrations. Drawings in text. Pictorial endpapers. Index. (The 
Londoner’s Library) 

Much of this book is personal reminiscence, for since Mr. Swinnerton entered the 

London book-world over fifty years ago, as a publisher’s apprentice, he has not only 

become a famous novelist but has encountered many of the most interesting people 

in that world—authors, journalists, publishers, booksellers. And when he goes back to 
survey the literary London of the past, of Donne and Dekker, Defoe, Johnson, Lamb, 

Dickens and W. W. Jacobs, of publishers from Dodsley to J. M. Dent and John Lane, 

Mr. Swinnerton writes with the same zest for his subject, the same eye for significant 

detail. His book is as valuable as it is entertaining, and the illustrations are worthy of it. 

(914:21) 

THE GULF OF PLEASURE. Alan Ross. Weidenfeld & Nicolson, 15s. 22-2 cm. 
172 pages. 14 illustrations. Endpaper maps. Bibliography. Index. 

Mr. Ross’s second travel-book, like his first, Time Was Away, describes a Mediterranean 

scene. The Gulf of Naples, and in particular the island of Ischia, is described in sensuous 

and evocative prose and poetry. Mr. Ross’s talent for conveying atmosphere is as 
evident here as in the earlier book on Corsica. The illustrations are taken mainly from 

Sir William Hamilton’s Campi Phlegraei (1776) and the second half of the book con- 

tains a historical section and an anthology of everything written to date about the 

islands of Ischia and Procida by local historians and visiting foreigners. (914°s) 


CHINA TO CHITRAL. H. W. Tilman. Cambridge University Press, 25s. 
23-8 cm. 136 pages. 69 photographs by the author. 4 maps. Index. 

Mr. Tilman’s individual style of narrative has won wide recognition. He is one of 

those who resolutely turn their backs on ‘science’ in any form, and travel hard for the 
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love of it—though it is perhaps a little unnecessary to gird so constantly atghe scientist 
The aim of this 1948 journey, the ascent of Bogdo Ola in Sinkiang, #38 tha ~~ 
but he found ample compensation in his companions, chance acquaintances arid, 
especially in the scenery. The narrative has the unmistakable “Tifitian touch’, and is 
unlikely to be capped by a successor for many years. The stilmig photographs in 
themselves are a sufficient harvest for his labour. (915-16) 
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TURKISH DELIGHTS. Marie Noéle Kelly. Country Life, 18s. 22:2 cm. 
172 pages. 63 illustrations. Map. Index. 


In this book Lady Kelly describes her extensive travels in Turkey during the years 
1946-9, when her husband, Sir David Kelly, was Ambassador in Ankara, and her 
impressions of the Turkish scene. Writing with charm, knowledge, a sensitive appre- 
ciation of nature and art, and an imaginative sense of history, she treats of such varied 
subjects as Istanbul under snow, sixteenth-century villas on the Bosphorus, Gallipoli, 
the remains of Troy, the Greek theatre at Miletus, the Graeco-Roman towns of the 
Aegean, the strange effects of erosion in the Urgiip Valley, and the Hittite rock 
sculptures at Gavur Kalesi. Numerous excellent photographs illustrate the book. 
(915-61) 


NORTHWEST OF THE WORLD. Forty Years’ Trading and Hunting in 
Northern Siberia. Olaf Swenson. Hale, 15s. 22-2 cm. 222 pages. 8 illustrations. 


The author has had an exceptional career, and in addition has the ability to hold his 
reader’s unflagging attention without any striving after effect. There is a remarkably 
unvarnished account of a fire at sea. Enthralling in another manner is his narrative of a 
winter journey of 4,500 miles across Siberia. Of topical interest are his experiences in 
trading with Russia under the Tsarist, White Russian, and Soviet regimes. It is, how- 
ever, the character of the author, resolute, diplomatic and humane, which will 
impress itself most firmly upon the memory. This is something more than a mere tale 
of adventures in out-of-the-way places. (915-7) 


THE PHOENIX IN THE DESERT. A Book of Travels. Dunstan Thompson. 
Lehmann, 21s. 22-2 cm. 352 pages. 17 plates. 


One of the younger American poets has here ostensibly taken as his theme a journey 
by air from the United States to Alexandria and his experiences of Egypt, Palestine 
and Syria. But in the course of his journey there are few aspects of modern life, and 
the poet’s reaction to it, upon which he does not touch. He is a little too interested in 
his own feelings to be the ideal travel writer, but he has a biting wit, and there are 
some exceedingly humorous passages. (916-2) 


WHITE TRAVELLER IN BLACK AFRICA. Colin Wills. Dobson, 12s.6d. 
2-2 cm. 220 pages. 16 photographs. 
Colin Wills visited the British West African colonial territories as a special corre- 
spondent of the B.B.C. It was his primary task therefore, to put into words the visual 
pictures which confronted him on his journey, and it is his ability to conjure up a 
scene or an incident in arresting phrases which gives his book its principal merit. The 
main impression left is the fragile and tenuous character of the framework upon which 
the present stage of development rests. The author is clearly at pains to maintain a 
courteous and balanced attitude, but periodically the reader may wish that he had cast 
this restraint aside. However, as a very readable and sincere introduction to West 
Africa, the book will inform and entertain the general reader. (916-6) 
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THE WESTWARD CROSSINGS. Balboa, Mackenzic, Lewis and Clark. 
Jeannette Mirsky. Wingate, 21s. 22-2 cm. 395 pages. 24 illustrations (including 
5 maps). Bibliography. Index. 
The author has chosen these three journeys across the continent of North America as 
representing revolutionary phases in American history, and the contributions of Spain, 
Britain, and the young Republic to its development. Written for the general public in 
a vivid and imaginative style, the book takes account of much research by professional 
historians. To English readers, the least known figure will probably be Vasco Nuiiez 
de Balboa, the first European to sail Pacific waters, but he is but one of the many virile 
characters in what is very nearly a comprehensive survey of the exploration of the 
continent. (917) 


SUWANNEE RIVER: Strange Green Land. Cecile Hulse Matschat. Hodge, 15s. 


22-2 cm. 2$6 pages. Illustrations. Map. Bibliography. Glossary. Index. (Rivers of 
America) 


The Suwannee River, probably better known to English readers as the ‘Swanee 
River’ of the song “The Old Folks at Home’, flows through some of the remotest 
district of Georgia and Florida from its source in the remarkable Okefenokee swamp, 
now a nature reserve. Miss Matschat has traversed the swamp and descended the river 
by boat. She describes the swamp’s teeming life with loving enthusiasm, and draws 
an attractive picture of its inhabitants, ‘among the purest Anglo-Saxon stock in 
America’. This is an unusual book, on a facet of that American life which rarely 
reaches the headlines. (917-59) 


THE OUTSIDE TRACK. George Farwell. Melbourne University Press 
(Melbourne, Australia): Cambridge University Press (London), 12s.6d. 22°6 cm. 
187 pages. 15 illustrations. 


A companion volume to the author’s Traveller's Tracks (1949), this book gives a series 
of vivid descriptions of the Australian scene. The sixteen studies record wanderings 
in every State of the Commonwealth, and the Northern Territory as well. A large 
part of the book is devoted to the Murray River Valley which Mr. Farwell covered in 
a special assignment for the Australian Geographical Society. (919.4) 


Biography 

THE DUKE OF BERWICK AND HIS SON. Some Unpublished Letters 
and Papers. Edited, with an introduction, by Sir Charles Petrie. Eyre & Spottiswoode, 
258. 22°2 cm. 112 pages. 8 illustrations. Index. 


The letters are between a father and son: the former a person of some historical interest 
and repute in the military history of the early eighteenth century, namely, the Duke of 
Berwick, Marshal of France, the son of James II and Arabella Churchill; the latter his 
first-born child, later known as the Duke of Liria, a general in the Spanish Army. The 
letters are concerned mainly with domestic gossip and family business, but they are not 
without interest as a sidelight on the social life of the time. Of greater interest are two 

apers by the Duke of Berwick in which the professional soldier discusses the possi- 
bilities of a Jacobite invasion of Ireland or England. The editor*has done his work 
conscientiously, and in his commentary provides an interesting and helpful guide to 
the text. (92) 
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NEW LETTERS OF ROBERT BROWNING. Edited with Introduction 
and Notes by William Clyde DeVane and Kenneth Leslie Knickerbocker. Murray, 
30s. 22°2 cm. 420 pages. Bibliographical note. Index. 

These letters mainly concern the early and middle years of Robert Browning (1812- 

89). They show that he was not in the tradition of literary letter writers, but add to the 

record of his life and poetry and throw light on his personality. Browning is seen never 
parading as a literary man but making his way into the literary and theatrical world, 

to with his publishers, eagerly maintaining his friendships, answering his 

critics and the growing volume of inquiries about his poems. Even later, when a 

society figure, he does not seem too ready to be ‘lionized’. The scholarly and pains- 

taking editing has considerably eased the difficulties of Browning’s prose and his 

allusions to books, men and affairs. (92) 


IN SEARCH OF CHOPIN. Alfred Cortot. Translated from the French by 
Cyril and Rena Clarke. Nevill, 12s.6d. 21-8 cm. 261 pages. 8 plates. Bibliography. 
List of works. Discography. 

This is not a biography in the strict sense of the word, but rather a series of discussions 

on the composer viewed from different angles. Written by one of the most eminent 

pianists of our time, this book is of absorbing interest throughout. The final chapter— 

a penetrating and well-balanced analysis of Chopin as a man—reveals many new facets 

of his character, backed up by a remarkable portrait in daguerreotype, hitherto almost 

unknown, which completely gives the lie to his ‘gentle and feminine features’. This 
book, in an excellent translation, can be thoroughly recommended; the translators 

have also been responsible for compiling the bibliography and discography. (92) 


WILKIE COLLINS. A Biography. Kenneth Robinson. Bodley Head, 18s. 
22-2 cm. 348 pages. 10 illustrations (including coloured frontispiece). Bibliographies. 
Index. 

The first and greatest English master of the mystery novel, author of The Woman in 

White and The Moonstone besides many ‘best-sellers’ now forgotten, has himself 

remained a mystery and hitherto defeated all would-be biographers, the records of his 

life being scattered and elusive. But Mr. Robinson’s pertinacity has uncovered much 
new information; he presents a surprisingly full account, sympathetic and well written, 
of William Wilkie Collins (1824-89) and his novels and plays, his “morganatic’ 
families, his collaboration in fiction and in private theatricals with his intimate friend 
Charles Dickens, and the literary world in which they moved. (92) 


sapriiyiong CROMPTON. Hector Charles Cameron. Batchworth Press, 15s. 
21-2 cm. 144 pages. 11 illustrations. Index. 

Since Cakes French published his work on Crompton (1753-1827) in 1857 the Cor- 

poration of Bolton has come into possession of a large collection of docunients 

relating to the Crompton family. Mr. Cameron, author of Joseph Lister, the Friend of 

Man, has used this material in writing the present volume, which not only throws 

additional light on Crompton’s life and particularly on his invention of the spinning 


mule but also describes conditions in the Lancashire cotton industry while it was still a 
domestic occupation. (92) 


DANCE TO THE PIPER. Memoirs of the Ballet. Agnes de Mille. Hamish 
Hamilton, 18s. 22 cm. 326 pages. 22 photographs. Index. 


Miss de Mille writes of her life as far as designing the dances for the American musical 
show Oklahoma, and her marriage, with all the forthrightness and vivacity of her 
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choreography, and her narration of a slowly developing career includes brilliant 
historical sketches of some of the shaping personalities and conditions of the twentieth- 
century revival of theatre dance in America and in England, where, between 1933 
and the outbreak of war, she worked with Mme Marie Rambert, Antony Tudor and 
Hugh Laing. (92) 


BORN TWICE. Olga Franklin. Garnett, 10s.6d. 22-2 cm. 184 pages. 

Olga Franklin, a London newspaper reporter, here tells the story of her life and 
marriage with a journalist’s vividness and flair for drama. Though mainly concerned 
with her love for her Polish husband, his tragic illness and death and her own subse- 
quent attempt at suicide, Mrs. Franklin’s autobiography also contains a most lively 
account of her childhood with a temperamental Russian father, a vivacious mother 
who was determined that her children should be extroverts, and a curious assortment 
of brothers and sisters. Olga’s talent for self-dramatization was obviously shared by 
most of her family. (92) 


THE EIGHTH OCTAVE. Tones and Semi-tones Concerning Piano-playing, 
the Savage Club and Myself. Mark Hambourg. Williams & Norgate, 12s.6d. 22-2 cm. 
164 pages. 9 illustrations. Index. 

The author, a distinguished pianist, was born in South Russia in 1879, and came to 

England in 1889, and appeared in 1890 at the Old Prince’s Hall. He was a protégé of 

Paderewski and a favourite pupil of Leschetizky. Mark Hambourg is known from one 

end of Britain to the other as a genial friend, wit, and lover of life in the best sense. 

There is much humour and wisdom in his chapters on orchestras, conductors, soloists, 

concert halls, piano music, programme making and world tours; the book, which 

gains momentum as it proceeds, will be of interest to students of the piano and to 

lovers of music in general. (92) 


THE EARLY LIFE OF LOUIS XIV (1638-1661). Henri Carré. Translated 
from the French by Dorothy Bolton. Hutchinson, 15s. 21 cm. 278 pages. 19 illustra- 
tions. Bibliography. 


This story of the early years of le Roi Soleil and of his marriage to Maria Theresa 
shows how, during five years of civil war followed by six years of foreign wars, he 
was initiated under the aegis of Cardinal Mazarin into the business of statecraft. A king 
at five years old, Louis attained his legal majority at thirteen and played an increasingly 
large part (and one much more considerable than earlier historians thought) in the 
government of his kingdom at the opening of le Grand Siecle. The book is well illus- 
trated with contemporary prints and portraits but there is no index. (92) 


MONCKTON MILNES: THE FLIGHT OF YOUTH, 1851-1885. 
James Pope-Hennessy. Constable, 25s. 22-2 cm. 282 pages. 9 illustrations. Index. 
This second volume completes the study of the life and times of Richard Monckton 
Milnes (created Baron Houghton in 1863) which Mr. Pope-Hennessy began in 
Monckton Milnes: The Years of Promise (see British Book News April 1950). Drawing 
upon copious unpublished papers Mr. Pope-Hennessy prints much new material, and 
his book is as scholarly as it is eminently readable: a panorama of London literary, 
artistic and political life in which all the well-known figures of the time appear, with 
Swinburne, Lear, Carlyle, Disraeli, Landor, Tennyson and the Pre-Raphaelites 
prominent among them. (92) 
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THE SECOND BURST. Sir Alfred Munnings. Museum Press, 25s. 23-5 cm. 
368 pages. 185 illustrations. Index. 


The second instalment of these exhilarating memoirs by the former President of the 
Royal Academy continues the story begun in An Artist's Life (noticed in the June 1951 
issue of British Book News ). Sir Alfred’s recollections do not * an autobiography in 
the strict sense, but combine racy comments on personalities and events of the past 
with descriptions of the horses which he has painted with such loving skill. Numerous 
plates contribute to the liveliness of this work and a third, concluding, volume of 
memoirs is promised. (92) 


THOMAS OSBORNE, EARL OF DANBY AND DUKE OF LEEDS, 
1632-1712. Andrew Browning, Vols. 1 and 3. Jackson (Glasgow), 30s. and 20s. 
21-2 cm. $80 : 352 pages. Portrait. Facsimile. Tables. Index. 

The Professor of Modern History at Glasgow University has now completed his study 

of the First Minister of Charle s II with Vol. 1 (Life) and Vol. 3 (Appendices). Vol. 2, 

a collection of Danby’s letters, was published in 1944. The appendices set forth the 

details of the deve lopments in finance and party organization for which the Duke of 

Leeds was primarily responsible. Danby was the opponent of Ciarendon, the leading 

statesman of the years 1673-8, one of those instrumental in securing the accession of 

William of Orange and Mary to the English throne and subsequently their coun- 


sellor. Dr. Browning says: ‘In courage, energy and resolution, . . . Leeds has been 
surpassed by few’. This biography is an outstanding historical study, indispensable for 
students of the later seventeenth century. (92) 


MOIRA SHEARER. Portrait of a Dancer. Pigeon Crowle. New revised edition. 
Faber, 25s. 25-4 cm. 95 pages. $1 photographs. List of roles. Index. 
Some matter has been deleted and other matter rearranged in this edition of a book 
first published in 1949. Miss Crowle has also extended her affectionately enthusiastic 
narrative to cover Miss Shearer’s part in the two American tours of the Sadler’s Wells 
Company in which she dances, her marriage to the writer Ludovic Kennedy and her 
contributions to the making of the colour film of Offenbach’s Tales of Hoffmann. 
Some of the photographs are new. (92) 


BERNARD SPILSBURY. & Life and Cases. Douglas G. Browne and E. V. 
Tullett. Harrap, 21s. 22-2 cm. 422 pages. $6 plates. Index. 


Sir Bernard Spilsbury was a famous pathologist whose great gifts did much to secure 
the recognition of the services forensic medicine could bring to the investigation of 
crime. His name has been a household word in England during the greater part of this 
century. Becoming widely known as the result of his evidence in the Crippen case in 
1910, he was connected with most important cases until his death in 1947. This is an 
enthralling biography, based on Spilsbury’s notes and papers, which will be of interest 
to the general reader as well as experts interested in criminal law, detection and foren- 
sic medicine. (92) 


LESLIE STEPHEN: His Thought and Character in Relation to His Time. 
Noel Gilroy Annan. MacGibbon & Kee, 25s. 22-2 cm. 342 pages. 11 illustrations. 
Notes and references. Index. 

Sir Leslie Stephen (1832-1904) is remembered as historian and critic, first editor of 

The Dictionary of National Biography, a famous Alpinist, and the father of Virginia 
Woolf and Vanessa Bell. He was one of the leading agnostics and intellectuals of the 
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period, and his friends included T. H. Huxley, Lord Morley, George Eliot, Lowell and 
Meredith. Mr. Annan (a Cambridge University Lecturer in Politics) has added little 
new biographical material; he has written an admirable study of Stephen’s character, 
work and intellectual environment which illuminates nineteenth-century England. 
“To understand Stephen is to understand Evangelical morality and Victorian rational- 
ism, the two strongest influences of the age.’ (92) 


CHARLES STURT. His Life and Journeys of Exploration. J. H. L. Cumpston. 
Georgian House (Melbourne, Australia): Phoenix House (London), 21s. 22-2 cm. 
195 pages. 50 illustrations. 12 maps. Bibliography. Index. (Australiana Society 
Publications) 

Captain Charles Sturt, whose exploration was so important to the foundation of 

South Australia and the development of the southern parts of the continent, was 

honoured in 1951 by an official re-enactment of the journey of discovery that he made 

in 1829-30 along the course of the Murrumbidgee and Murray Rivers. This expedition 
of his, and even more arduous journeys into the interior, are recounted in Dr. Cump- 
ston’s carefully documented book which adds the results of recent research to what 

was already known of Sturt’s life and work. (92) 


SAINT TIKHON ZADONSKY. Nadejda Gorodetzky. S.P.C.K., 215. 
22-2 cm. 261 pages. ¢ illustrations. Notes. Bibliography. Index. 
While the sub-title of this work is “The Inspirer of Dostoevsky’, the author is chiefly 
concerned to depict the life and achievements of this eighteenth-century Russian saint 
by whom the novelist was inspired. The first five chapters are biographical and are 
followed by a summary of Tikhon’s teaching which embraces doctrine, ethics, 
practical and ascetical theology. An assessment is then made of his place in literature 
and his significance for the religious life of Russia. The author, who is Lecturer in 
Russian in the University of Oxford, has provided a learned and sympathetic study of 
one of the outstanding saints of the Church. It should prove of interest not only to 
theologians but to all who wish to understand the peculiar national, political and 
religious tensions in Russia before the Revolution. (92) 


MUCH BESIDES MUSIC. Memoirs of Thorold Waters. Georgian House 
(Melbourne, Australia): Phoenix House (London), 21s. 22-2 cm. 231 pages. 
As journalist, music critic, adjudicator and onetime successful operatic and oratorio 
vocalist in the United Kingdom, Mr. Waters had intimate glimpses into the lives of 
many public figures, including, especially, stars of the opera and concert platform. 
Dame Nellie Melba and William Morris Hughes are prominent among the colourful 
personalities affectionately depicted. These reminiscences of a long and crowded life 
make most interesting reading. (92) 


HUGO WOLF. A Biography. Frank Walker. Dent, 36s. 22 cm. 512 pages. Por- 
trait frontispiece. 7 plates. Musical examples. Bibliography. Index. 
It has been said that Hugo Wolf (1860-1903) was second only to Schubert as a song 
writer. He was a son of a leather dealer born at Windischgraz in Lower Styria; the 
family were amateur musicians and he learned the rudiments of violin and piano 
playing at home. His struggle to become a composer, his bitter and hard life only 
softened by the goodness and fidelity of his friends, and the final tragedy of his 
lunacy and death in an asylum, are sympathetically related in this fine biography. The 
writer has had access to much material hitherto unpublished. His critical assessment of 
the works of the composer will be invaluable to all students of Wolf’s music. —_ (92) 
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ENGLISH BIOGRAPHY IN THE SEVENTEENTH CENTURY. 


Edited by Vivian de Sola Pinto. (920) 
See THREE ELIZABETHAN PAMPHLETS. Edited by G. R. Hibbard. 
(824-3) 


Ancient Egypt 


TUTANKHAMUN’S TREASURE. Penelope Fox. Oxford University Press, 
2§8. 2$*4 cm. §2 pages of text. 72 plates. 2 figures. Index. 
This beautifully illustrated volume, largely based on hitherto unpublished records and 
photographs, will be valuable to the scholar and fascinating to the general reader. The 
plates illustrate every aspect of the tomb furnishings and the amazing naturalistic art of 
the El Amarna period during the XVII Ith Dynasty in Egypt (c. 1350 B.c.). The text 
gives an admirably clear outline of contemporary political conditions in Egypt and of 
relevant aspects of religious belief. The superb craftsmanship of the cabinet worker, 
the carvers in stone and wood, the goldworker and the jeweller are all displayed in the 
burial chamber itself, while from other chambers come examples of the great variety 
of palace furnishings and personal possessions. (932) 


Ancient Rome 
A HISTORY OF THE ROMAN WORLD FROM 7353 TO 146 B.C. 
Howard H. Scullard. 2nd edition, revised. Methuen, 32s.6d. 22-2 cm. 484 pages. 
4 maps. Select bibliography. Index. (Methuen’s History of the Greek and Roman 
World) 
This volume deals successfully with the well-known stages of the development of 
Rome from a settlement of people whose earliest history is largely legendary to the 
founding of a City State which unified Italy and finally controlled an Empire. The 
author’s account is not solely military. He shows the effect of geographical control on 
Rome’s policy and on the Italian peoples and how this extension of power determined 
social and political organization. Rome’s debt to her neighbours is made clear, as is her 
own genius for adapting her methods to meet new difficulties. Finally, three chapters 
are given to Roman life and culture. There is a useful chronological table and the 
appendices discuss sources and authorities, disputed points, and research since the first 
(1935) edition of this book. The author’s attractive style and systematic arrangement 
lighten the reading of any student of this period. (937) 


World War II 


EASTERN EPIC. Volume I. September 1939-March 1943—Defence. Compton 
Mackenzie. Chatto & Windus, 30s, 22-2 cm. 645 pages. 10 full-page maps. 19 inset 
maps. Bibliography. Index. 

This volume is the first of the history of India’s achievement in the Second World 

War, and covers the period up to the early months of 1943. Beginning with a descrip- 

tion of the vast mobilization of forces, it records the exploits of the Indian Army in 

many theatres of war, including Libya and Eritrea, Syria and Iraq, North Africa, and 

Malaya and Burma. Based on sources of information ranging from War Cabinet 

telegrams to individual patrol reports, the story is told with verve and candour and 

throws new light on decisions and on personalities hitherto obscured. (940°541) 


A SOLDIER’S STORY OF THE ALLIED CAMPAIGNS FROM 
TUNIS TO THE ELBE. Omar N. Bradley. Eyre & Spottiswoode, 25s. 
22°8 cm. 638 pages. 9 illustrations. 55 maps. Endpaper map. Glossary. Index. 

General Bradley here tells the inside story of the campaigns in North Africa, Sicily, 

Italy, France and Germany during the Second World War, in each of which he held 
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high command. It is a frank and detailed account of battles and personalities, conceal- 
ing neither his own mistakes nor glossing over those of his colleagues or subordinates. 
In addition to being an outstanding contribution to military history, it is a remarkable 
exposition of the qualities required for high command in modern war, especially in 
allied formations. A revealing account of the final days on the Elbe and of his contact 
and relations with the Russian Army concludes a narrative of supreme importance and 
interest. (940°542) 


THE SECOND WORLD WAR. THE CAMPAIGN IN ITALY. 
Eric Linklater. H.M. Stationery Office, 12s.6d. 21-8 cm. 490 pages. 16 illustrations. 
$1 maps. Index. 

[his volume is one of a series designed to furnish the general reader with a short 

military history of the war. The author was given access to official sources of informa- 

tion, but the statements made and opinions expressed are his own responsibility. This 

vivid account of the vicissitudes of the Eighth and Fifth Armies in nearly two years of 

fighting begins with the attacks on the Mediterranean islands of Pantelleria and 

Lampedusa in May and June of 1943, and it ends with the capitulation of the German 

forces at Caserta in Italy on 2 May 1945. (940°542) 


DARE TO BE FREE. W.B. Thomas. Wingate, 12s.6d. 20-2 cm. 256 pages. 

The author, a young New Zealand officer, tells of his capture by the Germans in 
Crete during the Second World War and his final escape. After a brilliant description 
of the battle in which he was severely wounded and captured, he relates his various 
attempts to escape from hospitals and prisons in Greece. Long before his wounds were 
healed, he succeeded and hid for a year among the rocky eyries of the famous Mount 
Athos monasteries, consorting with monks and evading German patrols. Finally, he 
reached Turkey in a stolen boat and later rejoined his regiment. It is an almost 
incredible story of courage and endurance told with modesty and lucidity. (940-547) 


Ireland 
THE GERALDINES. An Experiment in Irish Government, 1169-1601. Brian 
FitzGerald. Staples Press, 15s. 22-2 cm. 322 pages. Map. Chronological table. 


Bibliography. Soden. 


From the time when Maurice FitzGerald, as one of the original Norman invaders, 
landed on the Wexford coast in 1169 his family were the warp and woof of medieval 
Irish history. Until the reign of Elizabeth the gaelicized Earls of Kildare and of Desmond 
ruled their great possessions like Irish kings, but after Henry VIII executed the tenth 
Earl with five of his kinsmen, and Elizabeth ruthlessly crushed the Desmonds, a great 
experiment in Norman-Irish nationhood came to an end. The author properly believes 
that Ireland’s romantic past is largely myth; but his own writing of it does not lack 
romantic purple. He has given us a glowing family story, built on much good history. 
(941°5) 
Britain 
TAVISTOCK ABBEY. A Study in the Social and Economic History of Devon. 
H. P. R. Finberg. Cambridge University Press, 25s. 22-8 cm. 332 pages. 2 plates. Map. 
Bibliography. Index. (Cambridge Studies in Medieval Life and Thought: New Series, 
Vol. 2) 
The second volume of this new series is a comprehensive historical study of a medium- 
sized medieval abbey, giving special attention to the economic and administrative 
aspects. It is of importance as dealing with agrarian and tenurial conditions in the west 
of Devon, a region hitherto little studied by economic historians. The writer shows that 
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in spite of regional peculiarities the agrarian pattern is not an unfamiliar one; in par- 
ticular the open-field system is by no means uncommon. Besides arable and pasture, 
Tavistock had interests in cloth-making and fishery, and above all in tin-mining (one 
of the most interesting chapters is on the stannary). The abbey’s printing-press also 
receives attention. (942) 


THE ABBEY AND BISHOPRIC OF ELY. The Social History of an 
Ecclesiastical Estate. Edward Miller. Cambridge University Press, 25s. 22°8 cm. 
327 pages. 2 maps. Bibliography. Index. (Cambridge Studies in Medieval Life and 
Thought: New Series, Vol. I) 

This first volume of a new series is the work of a young historian who is also an 

economist. It gives a full and scholarly account of the organization and administration 

of the lands and liberties of the Church of Ely from the tenth to the fourteenth century, 
with a description of the knights and other tenants and of the peasantry and villeins. 

It is a mine of information on the social status, duties and economic position of the 

medieval population, and gives also an historical account of the formation and 

consolidation of the bishopric of Ely. (942) 


ILLUSTRATED ENGLISH SOCIAL HISTORY. Vol. 3. THE 
EIGHTEENTH CENTURY. G. M. Trevelyan. Longmans, 21s. 22°2 cm. 
222 pages. 4 colour plates, 135 gravure plates, and illustrations in text selected by 
Ruth C. Wright. Map. Notes to the illustrations. Index. 

This third volume of the illustrated edition of G. M. Trevelyan’s well-known English 

Social History deals with the eighteenth century and gives a survey of Scottish social 

history of that period. Reproductions from wood-cuts, pictures, portraits and en- 

gravings from contemporary books illustrate crafts, industries, domestic and social 
life, sport, buildings, scenery and street scenes. They not only aptly illustrate the text but 
are in themselves a history of artistic achievement, and, moreover, bring out that 
fascination in history which, as Dr. Trevelyan has elsewhere insisted, it is the duty of 
the historian to preserve. (942) 


India 
KINGDOMS .OF YESTERDAY. Sir Arthur Lothian. Murray, 21s. 22-2 cm. 
240 pages. 23 illustrations. Sketch map. Index. 

Sir Arthur Lothian took up his first appointment in the Indian Civil Service in 
Bengal in 1911, and was actively employed until 1947. Most of his work was done in 
the native states, and he has many memories, anecdotes, and photographs to supply of 
the erstwhile rulers and social life in Gwalior, Kashmir, Mysore, Rajputana and else- 
where, with a considerable account of the Nizam of Hyderabad, at whose court he 
was the British Resident until the end of 1946. In a bricf foreword, Compton Mackenzie 
suggests a parallel between the author and William Hickey. (954.08) 


Iraq 

INDEPENDENT IRAQ. A Study in Iraqi Politics since 1932. Majid Khadduri. 
Oxford University Press for the Royal Institute of International Affairs, 21s. 22-2 cm. 
300 pages. Endpaper map. Index. 

With the Near and Middle East of daily increasing interest in the contemporary pattern 

of world alignments this is a book of substantial importance, providing a detached 

account of Iraq’s ‘growing pains’ as an independent state and an insight into the 

Iraqi viewpoint on national and international problems. The author casts back to the 

year preceding King Faysal’s death for a preliminary glance at the purposes, policies 
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and trends which determined the country’s ultimate development. He surveys the 
machinery of government, the difficult stages of trial and error in self-government 
from 1932 to 1936, the turbulent days between the first military coup d’état of 1936 and 
the British intervention of May 1941, and the subsequent constitutional development. 
As a guide, moreover, to the socio-economic background to the political organization 
and the actuating elements of foreign policy the volume is an indispensable addition to 
reference literature. (956-7) 


British Honduras 


BRITISH HONDURAS PAST AND PRESENT. Stephen L. Caiger. 
Allen & Unwin, 18s. 22-2 cm. 240 pages. 2 maps. Notes. Bibliography. Index. 


This tiny Colony on the South American mainland has a long and exciting history 
going back to the days of Drake, its fortunes have been closely linked with Britain’s 
wars in Europe, and for long the British settlement owed its existence to the Baymen 
themselves; it was not declared a colony until 1862. Moreover, it had from 1765 a 
constitution with representative government, no colour bar, and a high reputation for 
the treatment of native workers and neighbouring Carib and Mosquito Indians. This 
admirable, indeed the only full-length modern, account of the Colony’s dramatic 
history has a special chapter on the dispute with Guatemala and another describing the 
country today and indeed tomorrow, for the proposals of the Evans Commission 
(1948) advocate such extensive resettlement from the overcrowded West Indies that 
the present population would shortly be vastly outnumbered, thus inevitably changing 
the present pattern of life. (972-82) 


United States of America 
THE GROWTH OF THE AMERICAN REPUBLIC. Samuel Eliot 
Morison and Henry Steele Commager. 4th edition revised and enlarged. 2 vols. 
Oxford University Press, 70s. 23-5 cm. 865 : 994 pages. 62 plates including maps. 
Bibliography. Indexes. 
Since its original publication in 1930 (the 3rd edition appeared in 1942), this work has 
become accepted as one of the best short general histories of the United States, of value 
both to the student and to the general reader. It begins with the origin of man in 
America and this new edition covers World War II and ends with the presidential 
election of 1948. The last decade, described increasingly in terms of world history, 
brings discussion of how America is involved in the cold war and in proposals for 
world government. The bibliography has been completely revised. Mr. Morison is 
Professor of American History in Harvard University, Mr. Commager Professor of 
History in Columbia University. (973) 


THE OHIO. R. A. Banta. Hodge, 15s. 22-2 cm. $98 pages. Illustrations. 2 maps. 
Bibliography. Index. (Rivers of America) 
The Ohio river was a main gateway from the eastern States to the West, the dividing 
line between North and South, and today the principal waterway of the most highly 
industrialized region of the continent. Its story is very nearly an epitome of American 
history, and Mr. Banta has no lack of material, pathetic, adventurous, brutal, and 
curious. Through it all he moves leisurely and with deep understanding, in complete 
control of all its ramifications. And what an extraordinary portrait gallery his pages 
form—a complete cross-section of humanity, with all its faults and all its glories. To 
read Mr. Banta is to gain a vivid insight into the forces which have made modern 
America. (976°9) 
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Ecuador 
THE ARCHAEOLOGY OF THE SANTA ELENA PENINSULA 
IN SOUTH-WEST ECUADOR. G.H. S. Bushnell. Cambridge University 
Press, 428. 25°4 cm. 171 pages. Coloured frontispiece. 4 plates. 52 text figures, 
including 2 maps and 6 plans. References. Index. 
A straightforward description of the author’s excavations and finds in South-West 
Ecuador, to which is added a broad general picture of our limited knowledge of 
Ecuadorian archaeology. His own excavations, almost entirely of burial sites, yielded 
much interesting material. Four cultures were distinguished, pre-Guangala, Guangala, 
Engeroy and Mantefio. In an able introductory section the author surveys all the 
published material on Ecuadorian archaeology, and equates with Guangala culture 
the Proto-Panzaleo I and II, and Tuncahuan cultures described by Jijon y Caamano. 
In view of its importance as a link between the Central American and Peruvian 
civilizations, Ecuador has been woefully neglected, and Dr. Bushnell’s book is a 
valuable contribution towards filling the gap in our knowledge. (986-63) 


FICTION 
DECEMBER BRIDE. Sam Hanna Bell. Dobson, 10s.6d. 20-3 cm. 299 pages. 


A first novel, December Bride is a sombre rustic drama set in the hills and lochs of 
Northern Ireland. To a lonely farm where two brothers live with their widowed 
father comes as servant and helper Sarah Gomartin, a proud and independent woman 
who resents her humble status. The story is concerned with Sarah’s gradual dominance 
of the whole household, the love for her of both the brothers, the birth of a child 
which may belong to either, and above all with Sarah’s pride which ruins all their 
lives. Monotonous in tone as the scenery and characters perhaps require, the story 
succeeds through its sincerity, restraint and concentration. 


THE FLOWER IN THE GUTTER. Ion Braby. Michael Joseph, 12s.6d. 
20°3 cm. 320 pages. Glossary. 

The nightmare existence lived by millions of Germans during the last days of Berlin 
provides Mr. Braby with a fascinating subject for his first novel. The events of history 
—the final battles when the city was being conquered street by street; the air raids; the 
defeat; the occupation by English, American and Russian troops—are all seen from 
the point of view of the ordinary citizen living through them from day to day. Mr. 
Braby combines the stories of the two women who are the main characters with a 
very convincing description of the bizarre scenes in which they took part. 


MY FELLOW DEVILS. L. P. Hartley. Barrie, 12s.6d. 19 cm. 419 pages. 

Mr. Hartley’s successor to The Boat is a study of worldliness and innocence. Margaret 
Pennefather, a woman of private means, is unversed in the ways of unscrupulous 
careerists and she falls an easy prey to the charms and tactics of Colum McInnes, a 
successful film actor. Married life with him threatens to corrupt her own good nature; 
she attempts to break away, but in the end decides to remain with him, sacrificing 
her own spiritual comfort to his need of her. Mr. Hartley is not a realistic observer of 
life: his somewhat naive rendering of it gives his book a disarming freshness. 


A MOUSE IS BORN. Anita Loos. Cape, 10s.6d. 19°8 cm. 220 pages. Drawings 
by Pallavicini. 
Effie Humfries, a queen of the American film studios, retires temporarily from picture- 
making to await the birth of her baby. To occupy herself during this time she writes 
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a series of letters to the unborn child that will one day, she hopes, give it a more 
favourable impression of Hollywood than it might derive from hearsay and the 
popular press. Her apologia—written in the mis-spelt disingenuous style of Gentlemen 
Prefer Blondes—is highly amusing, as well as being an effective satire on the enter- 
tainment industry. 


THE WITCH’S THORN. Ruth Park. Angus & Robertson (Sydney, Australia 
and London), 15s. 22-2 cm. 220 pages. 

Using New Zealand, the country of her birth, as the setting for her third novel, Ruth 
Park again displays the descriptive ability and power of characterization which 
helped to ensure the success of her Harp in the South and Poor Man’s Orange. The story 
centres in the experiences of Bethell, an unwanted child, and is told with considerable 
realism, force, and understanding. It will be published in London in the spring by 
Michael Joseph. 


THE TROUBLED AIR. Irwin Shaw. Cape, 15s. 20-3 cm. 460 pages. 

A producer of commercial radio in America is suddenly given orders to dismiss five 
people from his programme. They are suspected—on the evidence of a doubtful 
political magazine—of being Communists, but as no charge is officially made against 
them no defence is possible. The producer, shocked at this violation of the rights of 
citizenship, attempts to discover whether the accusations are true or not: his reward 
is the enmity of both the accused and the accusers. This book, painful to read though 
it may be, is important: it records with moderation one of the most improbable 
realities of our time. 


JEZEBEL’S DUST. Fred Urquhart. Methuen, 12s.6d. 19 cm. 238 pages. 

The novelist who attempts to describe ordinary lives sets himself a hard task. He has 
to depict the commonplace while keeping the commonplace out of his book. Mr. 
Urquhart solves the problem with remarkable success. His account of two girls in 
wartime Edinburgh, who, in the intervals of office and factory work, sevolve i in a 
monotonous round of pubs, cinemas, dance-halls, and affairs with Polish and American 
soldiers, is vivid and amusing and wholly lacking in the dullness which is the most 
noticeable quality of such characters in actuality. 


THE DARK LANTERN. Henry Williamson. Macdonald, 12s.6d. 20-3 cm. 
432 pages. 

Having, in his four novels collected under the title The Flax of Dream, told the story 
of Willie Maddison until his death in the First World War, Mr. Williamson has now 
embarked on a new series of novels dealing with the history of the Maddison family 
from late Victorian times to our own. In the first volume he describes Richard Maddi- 
son’s outwardly formal but inwardly passionate courtship of a prosperous City 
merchant's daughter. The scene is London and Surrey, and description of town and 
country life gives the book a spacious quality. The story is carefully told, with perhaps 
too much attention to period detail. 


Reprints 
A HOUSE OF WOMEN. H.E. Bates. Cape, 8s.6d. 19 cm. 262 2 pages. (Evensford 
Edition) 


This novel (first published in 1936) was written when Mr. Bates was the chronicler, 
not of exotic adventures in Burma and India, but of the arduous lives of smallholders 
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in the English midlands. His story of Rosie Perkins, the barmaid who marries a farmer 
and falls foul of his female relations, is set in the early years of this century and in 
describing the decline of a family also describes the decline of English farming in that 
period. The book is full of picturesque character and incident and it is good to have 
it once more available. 


BOOKS FOR YOUNG READERS 
Fiction 
THE WHINSTONE DRIFT. Richard Armstrong. Dent, 9s.6d. 19 cm. 221 
pages. Coloured frontispiece and 14 illustrations by M. A. Charlton. 


A brisk, factual novel for boys in their teens, which is set in a Northumbrian mining 
village. The “Drift” is an almost legendary mine-working, and it is the rediscovery 
of it by three lads (two of them pit workers) that brings renewed prosperity to the 
otherwise doomed community. Against an authentic background there is plenty of 
very exciting and quite plausible incident in this well written tale. 


CASTAWAY CAMP. M. E. Atkinson. Bodley Head, 9s.6d. 20-3 cm. 208 pages. 
Coloured frontispiece and black-and-white illustrations by Charlotte Hough. 


Miss Atkinson has produced many adventure stories for children from ten to thirteen. 
This well written, though rather drawn-out tale relates the fortunes of four children 
who, unknown to the grown-ups, encamp on an island in a Scottish loch. The alarms 
and excursions that ensue have a strong vein of probability, and all the characters are 
very well defined. 


MACCLELLAN’S LAKE. Peter Dawlish. Oxford University Press, 6s. 19 cm. 
230 pages. Illustrations by Roy Sharp. 


Mr. Dawlish can be relied upon to write excellently about the sea and to produce a 
first-rate adventure story. In this engrossing book for boys from twelve onwards a 
young Scotsman relates how he makes his way to Australia as a stowaway to search 
—on a slender clue—for his sailor father who is, unaccountably, missing. MacClellan, 
senior, knows a secret connected with a disused gold mine, and the events that 
develop are extremely dramatic and sometimes humorous. The characters are well 
lrawn. 


FAIRY TALES FROM THE ARABIAN NIGHTS. Edited and arranged 
by E. Dixon. New edition. Dent, 8s.6d. 20-3 cm. 344 pages. 8 colour plates and 
33 line-drawings by Joan Kiddell-Monroe. (Children’s Illustrated Classics) 


A most attractive edition of a book first published in 1907. It contains some of the 
most famous tales from The Arabian Nights—accounts of the seven voyages of ‘Sinbad 
the Sailor’, “Aladdin or the Wonderful Lamp’ and ‘Ali Baba and the Forty Thieves’— 
as well as other less well known but no less fascinating stories of magic and romance 
that display the Arab philosophy and temper. The text is that of Galland (1821), 
slightly abridged and altered. The prose is measured and graceful, the illustrations 
charmingly apt, and the book will delight many children from twelve upwards. 
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THE PEACH BLOSSOM FOREST and Other Chinese Legends. Robert 
Gittings and Jo Manton. Oxford University Press, 3s. 18-7 cm. 74 pages. Illustrations 
by Margery Gill. (Chameleon Books) 

This excellently produced little book (at an astonishingly low price) contains ten 
traditional om of ancient China in various moods—robust, poetic, or elegantly 
ironical. They are retold, for children from twelve onwards, with a fitting grace and 
intelligence, and the illustrations are as delightful as the text. 


THE MOUSEWIFE. Rumer Godden. Macmillan, 6s. 23:2 cm. 47 pages. Ilus- 
trations by William Péne du Bois. 

This unusual little story for children from five to seven tells—from the viewpoint of 
the animal itself—of a mouse who makes friends with a caged wood dove. Through 
the sad little bird, the mouse learns of the fascinating world outside, and eventually 
helps the dove to return to its proper milieu. Miss Godden is well known as a novelist, 
and her writing is polished and economical, with a simplicity that is never 
condescending. 


RIDERS OF THE HEATH. J. Ivester Lloyd. Country Life, 10s.6d. 21-4 cm. 
110 pages. Illustrations by Peter Biegel. 


A leisurely, pleasantly told story for the young horse lover (from twelve to four- 
teen) with delightful pencil drawings by a well-known horse artist. The lively 
day-to-day adventures of young Tony and Pam with their ponies have the ring of 
truth and events take a more exciting turn when the children get on the track of some 
horse thieves. The country background is authentically portrayed. 


WILD SEA GOOSE. Rosemary Tonks. Murray, 7s.6d. 20-9 cm. 203 pages. 
Illustrations by the author. 

Miss Tonks, who writes easily with a nice sense of character, has chosen an unusual 
theme for her story for children from twelve to fourteen. The inhabitants of a small 
fishing village still believe in the old legend that barnacle geese are birds of ill omen, 
and when three children rescue a strange bird and try to make a pet of it and, also, 
unaccountable events occur in the village, there is much hostility. Naturalism, a touch 
of fantasy and an intriguing plot are engagingly blended. 


Non-Fiction 
EVERY CHILD’S BOOK OF ZOO FAVOURITES. J. Bentley Aistrop. 
Dobson, 9s.6d. 20-2 cm. 190 pages. 27 illustrations. 

This modest book has been written for children of nine to fourteen with a quite 
specific purpose—to increase by presenting information in a palatable form the 
pleasure of a visit to the zoo. It is a kind of informal, avuncular guide dealing with 
the various groups of animals, in which the information ranges from brief, miscel- 
laneous references to fuller details of distribution, behaviour, relations to men and 
the history of discovery and is plentifully enlivened with anecdote and personal 
experience with animals. A final short chapter gives some recommendations on books 
to read. 


SOCCER FOR BOYS. F.N. S. Creek. English Universities Press, 6s. 23 cm. 
88 pages. 27 figures (some in colour). Index. (Junior Teach Yourself Books) 
Schoolboys will welcome this brief but comprehensive introduction to Association 
Football, which is based on the author’s senior book Teach Yoursélf Soccer. The laws 
of the game, its elementary principles and general tactics are described, and the 
explanations are aided by clear and attractive diagrams, many of which are in colour. 
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THE TINDER-BOX. A Play for Children. Nicholas Stuart Gray. Oxford 
University Press, 6s. 19 cm. 128 pages. Illustrations by Joan Jefferson Farjeon. 
Following his success with Beauty and the Beast, the author has adapted this Hans 
Andersen’s fairy story for the stage. The play retains the essential quality of the original 
while its charm, humour and simplicity, well contrasted characters and atmosphere 
of enchantment, make it an admirable vehicle for the children’s theatre. Played by 
adults, or by children of twelve to fourteen years, it would delight audiences from the 
youngest upwards. The music for the incidental songs is printed in the book. 


BEYOND THE NIGER. Sylvia Leith-Ross. Lutterworth Press, 7s.6d. 20-3 cm. 

124 pages. Illustrations by Joan Kiddell-Monroe. Endpaper picture-map. 
Mrs. Leith-Ross has turned aside from her serious anthropological studies of African 
women to write a fresh and very charming little book for young people of fourteen 
onwards about the Ibo of Nigeria. It recalls her life there—her impressions of the 
country and the forest, of the simple friendly people who were for long periods her 
only neighbours and companions. Behind the routine of their domestic lives, also, 
she takes us with her to their dances, to the “bad bush’, to the rain maker; the Ibo 
are a sensible, likeable, kindly people, who still retain some primitive fear of unknown 
forces which are not understood by Europeans. 
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ment of technical employees in industry. Basing the facts on 
extensive research in a large variety of factories, it includes a com- 
prehensive coverage of literature in the field. 35s. net 


Industry in Towns 


GORDON LOGIE, author of Furniture from Machines, here 
turns his attention to one of the most pressing problems in town 
planning today—that of the proper place of industry in our towns. 

About 42s. net 


Black Country Stories 


EDWARD BAKER. This is the first book of Black Country 
stories for over fifty years, and it brings the authentic language and 
atmosphere of Britain's least-publicized area recreating its people 
in sixteen short stories. About 6s. net 


The Paschal Mystery 


LOUIS BOUYER. The solemn and ancient Liturgy of Holy 
Week—the Office of Tenebrae, Holy Thursday, Good Friday, and 
Holy Saturday—is the subject of The Paschal Mystery. The richness 
and the drama of the Christian Passover are vividly explained. 
Translated by Sister Mary Benoit, R.S.M., Chairman, Dept. of 
English, St. Xavier College, Chicago. About 18s. net 


Boxing 


J.T. HANKINSON AND R. G. B. FAULKNER. Designed 
for the young boxer whether or not he has competitive aspirations, 
the book starts with the basic factors of stance, movement and 
learning to punch, and deals fully with the principles of attack, 
defence and counter-attack. Hints on the appreciation of the game 
by spectators, are included. Action photographs of boys and life- 
like puppets are used. 12s. 6d. net 
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